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22 Killed as British Airliner 
Crashes Into Row of Homes 


MOVING INTO THE new city hall will be (tin this 
Friday moving into the new offices. Now. new and 
week, when departments will start moving records, 
supplies, and books into their respective places 
prior to the big move of desks and equipment on 
M arch 22. According to administrative assistant 
Dick DeLorfg, city personnel will spend all^etay 


empty, this main corridor of the new city hall 
will be a beehive of activity by March 25. The 
City Council will make plans to dedicate the new 
building in the spring. (Desert Sun Photo), 


Boyd Cites Union 


Home Purchase 


As Argument 


•'The unions can’t think that 
Palm Springs is «uch a bad town, 
when they are spending money 
here to purchase homes for the 
union leaders." 
This was 
the statement last 
right by Mayor Florian Boyd fol­ 
lowing the reading of a resolution 
to city council from the Palm 
Springs Area 
Democratic Club 
which asked the city to "stop pur­ 
suing the passage of its Right-to- 
work law." The resolution said 
th at the action was onty hurting 
the community and that 
Palm 
Springs was getting the reputation 
of being anti-labor. 
Councilman Jerry Sanborn said 
th at it 'was hard to believe that 
it was hurting the community 
when sales and use tax and park­ 
ing meters receipts were at an all 
tim e high. 
The proposed 
"Right-to-Work" 
law was declared unconstitulional 
by Superior Court Judge Hilton 
McCabe, and special attorney Geo­ 
rge Richter, Jr., is preparing to 
take an appeal to the District 
Court of Appeals. 


Israel Appeals 
For Fast U.S. 
Mideast Action 


WASHINGTON w — Israel has 
appealed to the United States to 
act swiftly in the Middle East lest 
the situation bring on a grave new 
crisis-possibly renewed warfare. 
The appeal was made Wednes­ 
day night by Israeli Ambassador 
Abha Eban in a conference with 
Acting Secretary of State Christ­ 
ian A. Herter. 
Eban told newsmen the situation 
In the Gara area of Egypt is one 
of "deep gravity." He said he de­ 
livered to Herter a special mess­ 
age on Gaza from the Israeli gov­ 
ernment. 


Portland District Attorney 
Refuses to Answer Questions 


WASHINGTON —«ft An indicted 
Portland district attorney refused 
today to tell the Senate Rackets 
Committee whether he kept his 
oath to enforce the law. then lis­ 
tened to tape recordings allegedly 
linking him with racketeers. 
William M. Langley, handsome, 
40-year-oid 
district 
attorney 
of 
Multnomah County. Ore.. repeat­ 
edly refused, on grounds of pos­ 
sible self incrimination 
to say 
whether he knew certain racket­ 
eers and gamblers. 


HE INVOKED the Fifth Amend­ 
ment 10 times in the first 10 min­ 
utes of his testimony before the 
committee. 
Then the committee played back 
tape recordings and a witness tes­ 
tified they showed Langley in con­ 
versation with two hoodlums who 
were trying, with Teamsters Un­ 
ion backing, to control Portland's 
vice and gambling. 


THE RECORDINGS represented 
Langley as discussing 
gambling 
operations and saying. "It'd have 
to be cut up a lot of ways." 
Langley listened to th* crack­ 
ling. Indistinct sound of the tape 
recordings 
over 
a 
loudspeaker 
system as he sat in the witness 
chair. 
Jam es B Elkins. Portland rack­ 
eteer who said he had the tapes 
made, sat nearby and. under oath, 
identified th* voices. 


Britain Firm 
In Troop Move 


LONDON «P—Britain has decid­ 
ed to go ahead with partial troop 
withdrawal from West Germany 
in spite of o p p o s i t i o n from 
its European allies, authoritative 
sourcea disclosed today. But the 
pullout will be slower than first 
planned. 
Sources said B r i t a i n would 
spread the partial withdrawal over 
a longer period than originally in 


LANGLEY HEARD 
the tapes 
after refusing to tell the commit­ 
tee whether he knew Elkins or the 
two racketeers he allegedly was 
overheard talking with. They were 
Joseph P McLaughlin and Thom­ 
as E. Maioney, who Elkins said 
were sent by nigh team ster offi­ 
cials from Seattle to take over 
the city'» vice and gambling after 
Langley was elected district at 
torney with backing of the Team­ 
sters -Union. 
Langley, invoking the 
F i f t h 
Amendment to a long series of 
committee questions, said he is 
under indictment for malfeasance 
and other charges, and the an 
swers might tend to incriminate 
him. 


Indicted Union 


'To Fight Case 


WASHINGTON m — Teamsters 
Vice President Jam es R. 
Hoffa 
replied 
to 
government 
bribery 
charges today with the declaration 
that he is innocent "of any wrong 
doing." • 
I will fight this case until 1 am 
cleared," he said. 


THE CHUNKY HOFFA. regard 
ed generally as the crown prince 
of the giant 
Teamsters 
Union 
made the declaration to reporters 
a few hours after the go' 
nment 
accused him of bribing his way 
into the secret files of the Senate 
Rackets Committee. 
Freed on $25.000 bail in today's 
small hours, the muscular little 
unionist said this "is, not the first 
instance when a tabor leader has 
been unjustly accused." 


FB! AGENTS ARRESTED Hof 
tended and synchronize it with a fa at a swank hotel shortly before 
progressive Increase in fire power midnight after working with the 
of the divisions remaining in Ger­ 
many. 
500 Rotations Plan 
2-Day Meeting Here 


Gos# to 500 members of Rotary 
Clubs in southeastern South Cali­ 
fornia, and their wives, will attend 
a two-day district assembly here 
April 12 and 13, according to plans 
announced today by Jam es Cavett, 
president of the Palm Springs Ro­ 
tary Club, host to the clubmen. 
H eadquarters 
of the 
business 
sessions of the Rctarians will be 
at Deepwell Guest Ranch, but the 
visitors will be housed in hotels 
and apartm ents scattered through 
the desert area. The Palm Springs 
Cham ber of Commerce is asissting 


r 
6 Days 


Before 


SE W F B BOH P 


E l e o t i an 


MARCH 19 


Vota! 


the Rotary Club here in reserva­ 
tions. 


THE ASSEMBLY is in the na 
ture 
of 
a 
two-day 
instruction 
school for incoming presidents and 
secretaries who take over their 
duties July 1. 
Attendance at the 
assembly is mandatory for presi 
dents and secretaries, and other 
officers and committee chairmen 
of the clubs also are encouraged 
to attend 
Forty Rotary Clubs in Ri/er- 
side. San Diego and I m p e r i a l 
Counties will be represented at the 
local gathering. 


THIS DISTRICT now Is known 
as No. 163 but under a new num­ 
bering system for the international 
organisation effective July 1. it 
will become District No 534 A. J. 
Gillette of San Diego is district 
governor and will be in charge of 
the program. His term ends July 
1 and he will be succeeded by 
Harry Harper of Riverside. 
Gillette will be “demoted ’ Fri­ 
day night. April 12. in ceremonies 
to be directed by members of his 
home club. Old Mission at San 
Diego. This evening program will 
be the one “ fun” feature on the 
otherwise business schedule. 


Senate committee for a month to 
lay a trap baited with special 
prepared committee documents. 
Hoffa met with reporters after 
conferring with his attorney, Ed­ 
ward Bennett Williams. 
He read 
a brief statem ent but refused to 
answer any question. 
He said he 
does not want “to try my case or 
present my defense in the news 
papers.” 


Council Plans 
Next Meeting in 
New Chambers 


City Council last night adjourned 
its meeting to March 2* to can 
vas» the votes of th# March 19 
Sewer Bond lection, and at the 
sam e time made an announcement 
that last night's meeting was the 
last one that would be held in the 
old council chambers. 
The new city hall I» expected 
to be occupied on March 22. and 
workmen are now putting in shel­ 
ling. and moving supplies into 
the new building 


Ships Collide 


In Mid-Ocean, 


800 Aboard 


Both Continue 


O n W ay, No 


Casualty Report 


LANDS END. England Itft-The 
9,177-ton Dutch 
ship 
Waterman. 
carrying «00 emigrants including 
312 Hungarian refugees to Canada 
collided with the 
Italian 
ship 
S S. Merit it) mid-Atlantic today. 
The W aterman radioed It was 
in no Immediate danger and said 
the 7.174-ton steamship Merit also 
w ai okay. 


THE COLLISION happened 5M 
miles west of the Bishop's Rock 
lighthouse in the Scilly Islands, 
nff the southwestern tip of Eng­ 
land. 
The Air M inistry said a Royal 
Air Force Ministry said a Royal 
standing by at an airbase near 
Plymouth but had not taken nff 
since neither ship appeared to be 
in immediate danger. 
It was reported the collision took 
place et 2 a m. 


THK WATERMAN, which 
be­ 
longs to th# Dutch government, 
was under charter to the Holland 
America Lin# and left Rotterdam 
last Monday. 
There was no Immediate report 
of any casualties. 
Several ships 
in 
the 
Atlantic 
were reported heading for the col­ 
lision scene 
Th# sea was mild 
and th* wind about 20 knots. 


IN NEW YORK. Coast Guard 
headquarters reported 
receiving 
an SOS at 5:12 a m and fixing the 
position as 47 40 deg. north lati­ 
tude and 20 deg. west longitude 
A Coast Guard spokesman said 
the Waterman radioed again al 
5:50 a m. 
"Do not need further 
assistance." 
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New Earthquake 
Fails to Bring 
Tidal Waves 


HONOLULU wu.The U.S. Coast 
and Geodetic Survey reported that 
two of its titdal wave reporting 
s t a t i o n s said there was "no 
threat of tidal wave to Hawaii" 
resulting from today's s e v e r e 
earthquake in the Aleutian Islands. 
A spokesman said "it was prob­ 
ably the biggest shock since last 
Salifrday but as of right now we 
know of no tidal wave resulting ." 
He added ftiat no report had been 
received yet from Adak in the 
Aleutians. 
Seismographs 
in 
the 
United 
Stales estim ated this morning s 
quake at about 7.5. slightly less 
severe than the quake w h i c h 
caused a tidal wave In the P a­ 
cific 
last 'Saturday 
The 
wave 
caused major damage in Hawaii 
and Japan. 


GIRL SCOUT COOKIE sale is currently under way 
in Palm Springs, with all Girl Scout troops push­ 
ing the sale of the popular items. Th# campaign 
will run during the week of March 9-1* One of 
the first to go out to start its sale was Troop 9. 


with members above. Becky Zanville, Ion# Logan. 
Deborah Hilton and Carol Bremer. Mrs. Frank 
Hilton is,troop leader. The Girl Scouts have two 
kind* of cookies thi* year, varulla wafer* and 
chocolate mint sticks. <Desert.Sun Photo). 


Resident Here 


Recovers After 


Rescue at Fire 


M argie Con*. 
42-year-old 
Palm 
Springs school teacher, I* reported 
today "getting along nicely" at 
North Ridge Hospital near Conoga 
Park, after she was rescued from 
a burning home earlier thi* week 
Miss Cone (aught the special 
clas* at Katherine Finchy school, 
and was visiting wilh Mr 
and 
Mrs Charles Burke at their home 
in Conoga Park. 
F ire started in the house al 
nighl. and Miss Cone was rescued 
by firemen. She had been over­ 
come by smoke. 
Killed in the same fire was 
Mrs. Marlene Pardee. 4«. former 
employe 
of 
Bullocks 
in 
Palm 
Springs and her granddaughter. 


Simon-Brown 
Firm Dissolved 


The law firm of Simon and 
Brown, consisting of Abram Robert 
Simon and Mcrril Brown has been 
dissolved, it was announced today 
Simon will continue the general 
practice of law of 555 South Palm 
Canyon 
Drive, 
and 
Brown 
has 
opened offices in Cathedral City 
at 66-570 Broadway. 
Humane Group Asks 
Summer Protection 


THE WEATHER 
Desert Area 
Forecast: 
Mostly 
sunny today. Occasional high cloud­ 
iness tonight, 
increasing 
Friday 
with few showers likely north 
portion Friday afternoon. A little 
warm er today and north portion 
tonight. Highs today 55-70 upper 
valleys. 70-60 lower valleys. 
Yeaterday • high, 74, low, 46. 


Immediate aid for animals con­ 
fined in the city's animal shelter 
is the target today for members 
of the Palm Springs Animal Pro­ 
tective league 
In their second meeting yester 
day, the league asked Dick De 
Long, city m anager s adm inistra­ 
tive assistant, to provide immedi 
ate protection from summer heat 
to animals held in the shelter s 
roofless pen. 


DELONG INDICATED the work 
would soon be undertaken. The 
league stressed the measure as 
an interim plan pending comple­ 
tion of their proposed new animal 
shelter. 
At least 25 mem bers attended 
the meeting held at the home of 
Mrs 
Hortense 
Murray, of 1457 
Calle Rolph. The League discussed 
plans for the new shelter site and 
building presented by President 
Homer Hilton. 
The League now has more than 
62,000 ¿o its cam paign for a $10,000 


Resistance Met by City 
Council in Zoning Change 


Resistance to a zoning plan to 
regulate It» extraction of miner­ 
als in W ater Course area within 
the riiy lim its of Palm Springs, 
flared briefly last night at the 
City Council meeting 
Louis Vengcr. local real estate 
broker, asked th# council If It 
realized that it was "giving per­ 
sons the right to take limestone 
out of the 
watercourse areas." 
and added, "that's the stufl they 
make cem ent out of.” 


CTTT PLANNING Director Hy 
Ranes answered Venger hy saying 
that the new zoning changes would 
stop the extraction rather than 
permit it, and added that it was 
now possible for persons to do so 
without the changes. 
Stewart Allen, northend property 
owner, charged that the council 
was making the move as a con­ 
cession" to Southern Pacific, and 
quoted from a news story Ihai ap­ 
peared in a county newspaper. 
Mayor 
Florian 
Bnyd 
whipped 
hack 
with 
the 
statem ent 
that 
Allen was 
very well known to 
members of the council, because 
during the city s tight with the 
Guiberson Cement mill "he had 
been a slrong supported of the 
cement m ill." 


TO THIS. ALLEN said that the 
Guiberson company had an option 
to buy his land 
"for m ore than 
$100,000 and 
I think that even 
the council would have been for 
it then .but times have changed 
We don't want mining and rock 
quaries and Ih# dynamite blasting 
that goes with it in th# area." 


anim al welfare plant. 


THE TENTATIVE shelter plans 
are based on records of the Albu­ 
querque. N. M , 
shelter, 
which 
were recommended by Mrs. W 
H. 
Woolslon, 
who 
was 
praised 
yesterday for her organizational 
work here 
"The members ail wish to thank 
Mrs 
Woolslon for her inspiring 
efforts to help the little homeless 
anim als." said Mrs. Aileen P. .Step­ 
hens," and for her participation 
in organizing this humane group. " 


DONATION* FOR the building 
fund *nti membership application 
in the League m ay be sent to the 
Animal 
Protective 
League. 
«I* 
Mesquite Avenue. Palm Springs 
The telephone number is 730* 
League 
directors 
are 
Hilton. 
Mrs. Murray, Mrs Stephens, Mrs, 
Henry Reíd. E. W. A. Peak. Mrs. 
Austin McManus. Charles Irwin. 
Mrs 
Harry Dunham and Miss 
Nancy Callaban. 


Bill Cram er followed Allen to 
the floor to protest (ho toning of 
the watercourse, hut after h ear­ 
ing the council and administration 
say that "in effect they were put­ 
ting on 
restriction* 
that 
were 
stronger than there hava ever been 
before." Cram er aaid that he beli­ 
eved that he had com e to the m eet­ 
ing without full knowledge of the 
situation 
Following Ih* hearing, the coun­ 
cil turned the m atter over to th* 
city atorney to draw up the am ­ 
endments in th# zoning ordinance 


PX Manager 
Robbed of $9,000 


SALT LAKE CITY itls-The m an­ 
ager of the Wcndover Air Force 
Rase post exchange ataggered In­ 
to a service station here early to­ 
day and said he had been kid­ 
naped, forced to turn over *9.000 
in cash from the exchange safe 
and shot by a Ion# gunman 
Th# manager. 
Lawrence Dial. 
39. said the gunman ordered him 
out of the car when they arrived 
here, then shot him In the left 
shoulder when he protested. Police 
found Dial's abandoned car within 
an hour. 
Wendover officer» were Invest!- 
gating the story 
but 
said 
they 
could not yet confirm the post ex­ 
change had been robbed. 
Dial, a civilian, was reported in 
fair condition at a hospital here 


Pilot Avoids 


Two Schools 


On Way Down 


Action Saves 


Many Lives A s 


Schools Filled 


MANCHESTER. England «R—A 
British urnpean Airways Viscount 
airliner crashed into 
a row 
of 
homes aud burst into flames to­ 
day. killing all 20 persona aboard. 
But the pilot managed to miaa two 
school buildings filled with 
hun­ 
dreds of children. 
All 
passengers 
and 
crewmen 
aboard th* four-engined turboprop 
transport were killed. 
A mother 
and her small son wer* trapped 
and killed in on* of th* houses. 
Another woman resident we* In­ 
jured. 


THE 
TWO 
SCHOOLS 
wer* 
crowded 
wtth 
pupils 
when 
the 
stricken plan* lurched over them. 
"It looked as if the plane wee 
trying to avoid th* echoolt and 
land In a field" a spokesman at 
Manchester International Airport 
said. 
The plan* was carrying 19 pas- 
sengera and a crew of five on a 
Right from Amsterdam, Holland. 


IT CRASHED A quarter of a 
mile short of the runway at th* 
Rmway International Airport *a 
the outskirts of Manchester. Th* 
crash sit* was a mil* from th* 
schools. 
> The Mrway» said th* plan* wa* 
I t s oldest Viscount. 
U went lata 
operation ta January, 1993. and 
had logged «,000 flying hours. 


A LARGE NUMBER of ambu­ 
lance* 
were dispatched to th* 
scene. Cyril Barnet, a gardener 
who was working In a nursery 
some 500 yards from th# demol­ 
ished 
homes, 
said 
the engine* 
"revved up as though something 
was wrong . . . It leaned over te 
ita right and seemed te be trying 
to avoid the house*." 
"Then there was a terrific ex­ 
plosion as it 
crashed 
into 
tho 
houses, 
followed 
by 
a terrible 
blaze of fire," he said. 


Police Check 
Cross Burning 
In Pasadena 


PASADENA W t-Pollc* todey In­ 
vestigated the burning nf cross*# 
on th* lawn of a Negro family'* 
home and nearby at Washington 
Elementary School. 
The crosses, about five *r atx 
feet high, were burned Wednes­ 
day night at the home of Mrs. 
Rculah Haggins and at the school, 
where Ih# letter "K " also was 
scorched in the ground 
with 
a 
substance smelling like gasoline 
Police said the Haggins family 
had lived in the neighborhood for 
several years without trouble R es­ 
idents reported a car full of ju­ 
veniles was in the area shortly 
before the crossee wer* burned. 


SUN CLASSIFIEDS 
PAY, MRS. CRAHAM 
REPORTS TODAY 
Sun Classifieds Pay! 
This In th» message the Classl- 
fled Department receive* many 
time* every day from the grow- 
ini family of Denert Hun readers 
who avail themselves of the op- 
opportunity to use the easy, effi­ 
cient Classified Way to buy, sell, 
rent. find. hire, or trade. 
Latest to report success Is Mrs. 
T. S. G raham , who 
rented 
an 
apartm ent the first day it was 
advertised. 
She 
had 
I t 
calls 
within hours after the paper hit 
the street. 
Her successful ad follows: 


DUPLEX 
— 
Nicely 
furnished, 
clean, utilities paid. 560 month 
PHONE 77W 


If you haven't tried the magic 
success of Classified Ads do so 
today. 
Call 5005. The Desert Hun. and 
ask for 
‘ LLA&M* 1LD” 


Late News Bulletins 


NEW YORK. UP - StookB g a in ed sllg lA -i 
ly tod ay on th e s m a lle s t volume 
s in c e March 1 . 


WASHINGTON UP - Pros Id a nt E ise n ­ 
hower to d a y nom inated John C l i f ­ 
fo r d F o lg e r , r e t i r i n g ohairm an o f 
th e R ap u bllcan N a tio n a l rlnane»# 
C om m ittee, to be am bassador to 
B elgltim . 


CATHEDRAL CITY - O r g a n isa tio n a l 
m eetin g o f a B u sin ess and P ro­ 
f e s s i o n a l Woman's Club h ere w i l l 
be h e ld a t 8 p . m.» t o n ig h t , in 
th e p a tio o f S c o t t 's D e se r t Wear. 
Any em ployed woman i s in v it e d to 
a t t e n d , and J o in 
th e c lu b , 


ADAK, A lask a UP - The s e r ie s o f 
quakes w hich rocked th e A le u tia n 
ch a in s in c e S a tu rd a y , has opened 
15 fo o t cra ck s In road s h e r e , 
3 


NOW PLACIN G'on the Suniiir DrSwn theater m i c c i i 
^ m c^ üiid 
Hammeratein preaent "Oklahoma," in CinemaSoop# and technicolor, 
starring (¡orden McRae. Gloria Graham, Shirley Jones. Gene Nel- 
aon. Charlotte Greenwood. Kddie Albert. Jame* Whitmore and Rod 
Steiner The top motion picture, with it* hoal* of star*, will be screen­ 
ed in the Village for the first time at regular price*. Co-feature i* 
"Amaron Trader.” 
______ 
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LIBRARY NOTES 


Democrats Favor Vote Age at 18 


SACRAMENTO 
«8 
— 
Demo­ 
crat* and Republican* of the leg ­ 
islature each held meeting* Tues­ 
day and the Democrats went on 
record in favor of giving the vote 
to IB year old*. 
The 18 year old vote Issue was 
approved In committee fur the 
first time Monday night If passed 


by both houses of the Legislature. 
It would go on the election ballot 
next year 
Assemblyman 
Phillip 
Burton 
'D-San Francisco' author of one 
of two constitional amendments 
on the subject, said he was "de­ 
lighted at the caucus support" and 
said. “ It is a long step toward 
passage of the bill " 


WANTED 


Manager or management couple for one of Cali­ 
fornia'! largest end finest motor hotel operations. 
Located in central part of state. For personal 
interview write File L 10, Desert Sun, Box 190. 
GetUHF 


v 


UHF CONVERTER 


? 
MAKtS ANY TV SIT 
A MOOHN 
i 
87-CMANNfl MCtlVtfl 


Consistently outperforms all others 
in its class at least 4 ways . . . with: 


1 . Sharper, Goat Isiofat. . . ■» Saa (hosti n pktwt i 


X Mar OperotiM... aw bwt tsoias .. ao VI* charnel rwitdtlai 


X Drift Frae Farfantones. . . aa iodine 
A A a w A s * 


4 . Ivasd Input ...a s radfaftoo Marfcrsaca 
i J l V B R R R R ' 


So# ft toéay at 


Palm Springs Music Co. 


OPEN SUNDAYS 
360 N . Palm Canyon Drive — Phone 2066 or 7316 


By L Y L E SMITH 
From November to May ia L i­ 
brary Week In Palm Springs. That 
is why tha posters, bulletins and 
pamphlets wera filed in the waste­ 
basket 
It may be the end of 
Library Week elsewhere in the na­ 
tion but it’s only the middle of the 
week on our calendar. 
From November to May 
the 
residents. *emi-r e s i d e n t s and 
downright tourists scrabble to be 
on waiting liata for best-seller», 
make goodly use of our informa­ 
tion service 'that'» all of 
us> 
change hundreds of dimes to nick 
els for parking meters, read mur 
der mysterlea and western» 
by 
the ton. research on investments 
on retirement, and about the coun 
tries they are going to visit next 
summer. 
They ait In the patio and read 
books by authors they haven’t had 
time (or for years; Edna Ferber 
and Somerset Maugham 
Some 
time* they're lonely snd want i 
nica chat. 
. 


THE LIB R A R Y STAYS open ail 
the rest of the year, but the ex 
ntement is over in May. Library 
"week" haa come to a close. 
While It’s on. big boxes of books 
keep arriving: 
loans 
from 
the 
County Library at Riverside and 
from the Stale Library at Sacra 
mentó, and beautiful new books 
This week 
we 
received 
among 
many othera . . . 
Tha new Margery Sharp novel 
T H E E Y E O F LOVE, tha story 
of an unattractive fur merchant 
and his unattractive mistress and 
her extremely unattractive niece 
all of whom join to make a won 
derfully witty and attractive novel 
by virtue of the eye of love, You 
had better get on the waiting lift 
promptly for tltia one. 


YOU MAY ALREADY be on the 
Hat for SCAPEGOAT. Though she 
‘has never written anything quite 
to compare with REBECCA, Da 
phne DuMaurier give» a fascinat­ 
ing account of an involuntary im­ 
personation. It ia filled with enig­ 
matic avll. The excitement mounts 
wildly to give you a reading ad­ 
venture you will remember. 
We have two blithe biographies. 
One is BROADWAY IN A BARN 
by Charlotte Harmon and Rose 
mary Taylor, a breezy account of 
high and low points of 10 year» in 
a summer theatre. There are an­ 
ecdotes about the great of Holly 
wood and Broadway. 
There is 
crisis from drunken leading ladies 
to 
appi’enlica 
love 
affairs, 
to 
skunks in the theatre. 
Better written, more clever by 
far, 
is RAISING .DEMONS 
by 
Shirley Jackson, the affectionate, 
hilarious, sophisticated tala of du­ 
bious parhntRl oquSbrlum in the 
face of four children and their ap­ 
purtenances. It could be any fam­ 
ily, but funnier! 
It aounds much 


irsrrt 8>uti 


P u b iu h td T u tad ay a through S aturdays, 
ts c a p t lPt*> holiday» and Monday» whan 
a local holiday falla on Tu»*day 
AT NEWBSTAffDB Singla copit» 10 cania 
K niarad at th o Poat Offica of Palm 
■pringa. C alifornia. Auguat 5. 1MT, u n d tr 
th a Ael of C o n tra ta of M arch S. H it. 
T h e Daaart 
ITun 
Publlahlng Co.. will 
not b# rraponatblo for unaolicltcd m enu* 
•crip ta or photoa laft with or m allad to 
Tho Daaart Bun. 
B T CARRIER 
D ally 
. . . 
M onth 
MAIL R A T » : P ay ab la In Advanca- 
Dally 
•!.* • M onth 
I T aa r 
............................................ 
I»M 0 
Addrtaa all com m unication» to: 
TH E DEBERT BUN PUBLIBHINO CO. 
Palm S prtnca. Calif 
174 North P alm Canyon Drlva, 
-M E M B E R - 
C alifornia Nawapapcr 
Publiahara A lin 
United P raaa Aaaoclatton 
W W rtK lf DAIWEB 
N ational A dxcrtlaing Repreaenf at Iva 
Nc» York. C hicago, palla» D envtr. 
Ban rran rlaro . Loa Angele» 
D etroit 


D I A L 


From 10:00 A.M. to 


2:00 P.M. Daily KDES 


features John, 


a man with a 


word and a 


tune! 


920 


for 
NORMAN 


NORMAN 


NORMAN 


NORMAN 


like the Smith family, except that 
there 
aren't 
so 
many 
Smiths. 
There art new murder myateries: 


ONE 18 TH E STRANGE CASE 
OF MR 
PELHAM by 
Anthony 
Armstrong 
which 
presents 
Mr. 
Pelham ol Monaco: dapper, poised 
—business head of a successful 
Import-export firm ; and also pre­ 
sents Mr. Pelham of London: shy 
and proper 
English 
gentleman, 
sober knd steady, the head of an 
unenterprising import-export firm. 
The rest you find out for your sev­ 
eral selves. 
Then we have THE LO N ELY 
W ALK, by M E . Chabcr. 
This ia 
a Milo March thriller which lakes 
pluc* in Rome. 
It Is a "soft- 
boiled" suspense story In which 
the emphasis 1* on character and 
believable situations, blondes are 
not kicked around . . . much, and 
our hero ia not a drunk . . . quite. 


BUT DON’T 
READ 
Just 
the 
newest books off the shelves. Have 
you ever read Upheld? He’s ter­ 
rific' and not properly appreciated 
He ia an Australian and his stor­ 
ies are laid 
In 
Australia. 
The 
background la authentic and often 
eerie 
Read his neweat TH E MAN OF 
TWO TR IB ES on the seven day 
cart 
or the older ones. VENOM 
HOUSE, or TH E BONE IS POINT­ 
ED . 
It's finding treasure to find' 
a murder-mystery writer like Up- 
field 


Warning Given 
As CHP Reports 
786 Killed in 1956 


Traffic accidenta In California 
during 1958 resulted in the death 
of 786 and injury to 11,551 pedes­ 
trians. according to information 
released today by the California 
Highway Patrol. 
"The majority of these victims 
were either under 15 or over 44 
years of age. Most of them were 
crossing street* or highways be­ 
tween 
intersections." 
declared 
Patrol Commissioner B R. Cald­ 
well. "Another pedestrian action 
reflecting high accident potential 
was crossing at intersections with 
no traffic control device» preaent" 
"It is also noted that more than 
It per cent of pedestrians killed 
during 1958 were under the influ­ 
ence of alcohol at the time they 
met death," Caldwell stated. "Pe­ 
destrian obedience to the traf­ 
fic rules and regulations is equally 
as essential as driver obedience.” 
"One rule, particularly applicable 
to rural highways, require* pedes­ 
trians to walk facing traffic " he 
concluded. "The Patrol's advice to 
all pedestrians Is to obey traffic 
laws and remember that depend­ 
ing on the other fellow is not the 
safest way to cross.the roadway; 
he may be depending on you." 


P-TA Square 
Dance Planned 


The Parent Teacher Association 
Invites Villagers to learn to square 
dance at the Cielo Vista School. 
650 Paseo Dorotea In the Veterans 
Tract Classes will he held every 
Monday evening, beginning Mon­ 
day, March 18. from 8 to 10.10 
p. m. 
Through 
the 
Palm 
Swingers 
Square Dance Club, the Cielo Vis­ 
ta PTA has secured the services 
of the outstanding caller and 
in­ 
structor. 
Brownie Brown 
from 
Yucaipa. 
For further Information persons 
are 
asked 
to call Mark 
Hopp. 
Phone 4036 


AL F A R L E Y this week was appointed general man­ 
ager of La Pax Resort Hotel, it was announced 
by Ralph Wilcox Taylor, owner. Above, Taylor, 
Al Farley Named General 
Manager of La Paz Hotel 


right, point* out features of the smart hostelry to 
Farley. (Pospcsil Photo)., 


Alton "A l” Farley was appointed 
general manager of La Pax Resort 
Hotel here this week, according to 
Ralph Wilcox Taylor, owner of the 
smart 14 acre resort spa Farley 
is well known In Palm Springs, 
and formerly managed the Capis­ 
trano Beach Club, which is the 
summer and beach dub of the 
Ranch Club here. 
Farley will leave later this week 
on a promotional trip for La Pax 
all through the Northwest and in­ 
to Canada. He is primarily inter 
ested in bringing in summer busi­ 
ness to I.a Pax from this trip- as 
La Pax plans this summer to stay 
open (or the first year since it 
was purchased by Taylor. He will 
contact large organizations regard­ 
ing conventions and group meet­ 
ings here. 
LA PAZ HAS MORE than 
SO 
double units, many with private 
televisions in the rooms and suites. 
It has a pitch and putt golf course 
and a championship size tennis 
court on the grounds, besides a 
healed and filtered swimming pool, 
lawn bowling, darts, ping pong, 
etc 
There are two complete din­ 


ing rooms, besides facilities for 
serving large groups al fresco in 
the spacious gardens nr on the 
tennis courts 
In the latter loca 
Uon they served some 250 sport 
car fans earlier In the season. 
When Farley returns from his 
present trip and gets organized 
for summer business, he will trav­ 
el to the east to promote Fall 
business. 
Farley is well 
ac­ 
quainted in 6catlle as he formerly 
lived there before coming to Cali 
(ornia in 1949. He has had hotel 
club and steamship experience. 
WITH HIS W IFE and son 
he 
maintains a ranch and home 
at 
San Juan Capistrano. 
Mrs. Far- 
Icy will join her husband at La 
Pax when he returns from his first 
trip north 
The entire same staff will re­ 
main at La Pax with Franklyn G. 
McManus as resident manager. 


King Solomon didn't have a cent 
to his name, although he was the 
wealthiest man of his time. Dur­ 
ing his reign- in the 10th century 
B. C„ coined money had not ap­ 
peared in Palestine, the National 
Geographic Society says. 


Plans to designate 1958 as “ Yan­ 
kee Homecoming" year in New 
England were nnnounced by Mas 
sachuselts' 
Commerce 
Commis­ 
sioner Richard Preston. 


A Brief Case . . . 


Buf Important 


Today’s soaring vafues 
plus a lack ol insurance 
knowledge ara confusing 
many property owners, as 
to how they'll stand, in 
case ot disaster. 
If you’re not sure of 
YOUR 
insurance 
protec­ 
tion. don’t take a chance. 
Check up now! Call on 


Samson-Curtis 


Phone: 2719 


756 N. Palm Canyon Dr. 
Palm Springs 


PLAZA THEATRE 
128 South Palm Canyon Drive 
Phone 4384 


NOW SHOW ING— SHOWS 7:00 AND 9:10 


VILLAGE 
THEATRE 


207 N . Palm Conyon Dr. 


Phone 4384 


NOW SHOW ING 
Shows 7:00 and 9:00 


HENRY FONDAVERA MILES 
and the city of New York 
In ALFRED HITCHCOCK’S 
TKe 
Wrong 
Man 


EL PASEO 
EATRE 


810 N. Palm Canyon Dr. 


Phone 4384 


NOW SHOWING 
Doors Open Nightly 
7:15— 1 Performance 
Only ot 7:45 
• 


—also— 


R a n d o lp h S c o tt 


* 1 * 4 4 # * 
“S even m en 
FROM NOW' 


’GEORGE 
'■'* STEVENS' 


| moett $* 
EDNA 
FEFBER 
-etwee e- WARNfR Boci 
- Wa b n c bC o c o b 


ELIZABETH 
ROCK 
JAMES 
TAYLOR-HUDSON-DEAN 
’ **• eetuet.ee CARROLL BAKER 
C—uoiu» KfVfMI KieiPK l s»l • -re 


First Desert 


Museum Fund 


Report Set 


First report session in the Des­ 
ert Museum s Building Fund cam­ 
paign today was set for next Tues­ 
day by Co-Chairmen E arl Coff­ 
man and Ernest Alschuler as they 
asked all volunteers to redouble 
their efforts in the interim to eb- 
tain results on prospect cards 
now in their hands. 
The workers are asked to turn 
in their subscriptions to the cam­ 
paign leadership at 4 p. m. in tho 
Desert Museum building. 
Hund­ 
reds of cards have been distrib­ 
uted to the volunteers in the vari­ 
ous divisions during the past.threa 
weeks. 
Other divisions will get 
underway during the next week. 
REGULAR 
REPO RT 
sessiona 
will be held during the next 
six 
weeks as the co-chairmen seek to 
wind up the appeal by the end of 
April. The reports will be receiv­ 
ed 
at the Museum at 
4 p, in ., 
Tuesdays and Thursdays, during 
that period. 
The campaign leaders reported 
that initial reports from volunteers 
show that virtually all the per­ 
sons called upon are willing 
to 
contribute to the building fund 
The campaign seeks a goal 
of 
$200 000 
to 
provide 
a 
modern, 
adequate building on the Tahquitz 
Drive and Indian Avenue site. 


H e rb R o g e rs’ 


Palm Springs PLAYHOUSE 


S u n ris e W a y a t R am o rt R oad 


P re se n ts 
DEAR CHARLES" 


Comedy by Alan Melville 


Starring MARRIAN WALTERS 


Featuring: 


I I 


Tim O'Connor 
Michael Ferrall 
Sidney Breese 
Jack Clarke 


Curtain 8:30 P.M. 


S p o n s o re d b y 
Palm Springs Playhouse Guild 


FOR TIC K ET BOOKS PHONE 6478 OR 9241 


DRIVE 
IN 


T H E A T E R 


HIGHW AY 111 
PHONE 8-4232 


N O W S H O W IN G 


■•••■’>< CORDON MUE 


GIOWA ERAHAME ■ SHl?lfY JONES 


GENE NELSON ■ CHIRlOilf GREENWOOD 
EDDIE AliERT - lAKES WKITMORE 
DOD STEIGER 
„ | 


•eao »*©i»6k« S’ 


«#•#» •* TtCMN C O LC * 
_ 
C in e m a S c o P É 


ARTHUR HORNBLGW.IR. i— 
E M « M A N N 
• n , k SOS IA UllCS m SIlllAM lu í* . 5 . — 
l « a „AC*U t* WU I 
-Feature— 
"AMAZON TRADER” 


New Christian 


Science Church 


To Open Sunday 


Chrintlan Scientists on the de* 
ert are rejoicing this week with 
the holding of the first services in 
the newly completed church audi 
torium 
at «05 Riverside 
Drive 
South 
This Church, First Chutch 
of Christ. Scientist, a branch of 
the 
Mother 
Chureh in 
Boston 
Mass., will hold two Sunday serv 
Ices, one at 11 o'clock and one ftl 
I p. m. on Sunday. March 17. 
The completion 
of 
the 
new 
church edifice, seating 250 per 
sons, is a project long held upper­ 
most in the thoughts of Christian 
Scientists in Palm Springs. 


CHRISTIAN SCIENCE services 
began 
In Palm 
Springs 
many, 
m any years 
ago 
when 
a few 
drove their cars out into the desert 
to meet for church worship. Later 
the property at 271 Ocotillo Ave­ 
nue. now sold, was given to 
the 
group and an open ram ada was 
donated to become the first per 
manent home for this group 
of 
churchgoers. 
In later years the building was 
enclosed and has been used as the 
church meeting place over 
the 
years 
In more recent times, 
the 
nerd for an enlarged church had 
become acute as the swelling con­ 
gregations forced the renting of 
facilities for church services at 
the Palm Springs Woman's Club 


THE SITE FOR the new church 
building was purchased in 
1951. 
and construction on the new build­ 
ing began in October. 1956. 
The 
present plans call for a Sunday 
school room, a church office, en­ 
larged public rest rooms, and an 
enclosed foyer to be added at 
a 
later date. 
Complete now and in 
excellent detail and docor is the 
main 
auditorium. 
The 
parking 
lot holds fifty cars, and landsoap 
Ing is in the process of final plan 
ning. 
Architect on the project Is Rob­ 
son Chambers of the firm of Clark 
Frey, 
and 
Chambers 
General 
contractor is Herbert H. Foster. 


REGl'LAR 
CHURCH 
services 
Include the Sunday school classes 
at 9:15 a. m., Sunday service at 
II a m , and Wednesday evening 
meetings at 5 o'clock, all to 
be 
held in the new building 
The 
Church maintains a Reading Room 
at 373 South Palm Canyon Drive 
where authorized literature 
may 
be read and purchased. It is open 
•ach week day afternoon from 1 
to 4 and on Friday and Saturday 
•venings from 6 to 9. 
First Church of Christ. Scientist, 
thus realizes another milestone as 
It completes the first phase of its 
•nlarged 
accomodations 
for its 
own members and for the many 
visitors to Palm Springs 
The 
public is invited to attend 
the 
opening day services and to view 
the new building 


W rong Training 
WATERBURY, Conn. !th-Thom ­ 
as Murray. 16. trained 
his 
pet 
collie to jump over low obstruc- 
tiona. such as porch railings and 
hedges. On its first trip into the 
city, the dog cam e upon the three- 
foot railing on 
the West 
Main 
Street 
Bridge. 
It 
immediately | 
hopped oyer, and tell 20 feet to the 
river below The dog waited on a 
pile of debris in the river until 
rescued. 


Real Estate 
Firms in 
Palm Springs 
and Desert Area 


PALM SPRINGS 
Phono 
DAILEY REALTY 
2909 
412 N. Indian Avo 
RUSS' L WADE 
2855 
850 S. Palm C anyon Dr 
ISRAEL, ADOLPH 
2981 
674 N, Palm Canyon Dr. 
LANG, ROSLYN 
2522 
U7S N. Palm Canyon Dr. 
MADGE 0. ROCKS 
4378 
177 E. Andreas Rd. 
SHEPTENKO. PETER 8 2720 
T h e Pioneer R ealty Co. 
475 N. Palm Canvon Dr. 
CATHEDRAL CITT 
CLARK, PAUL W. 
8 4691 
68-657 Broadway 
JORGENSEN, E. M. 
8-3401 
68-574 B roadw ay 
SHARP. JOHN 
88303 
555 Broadway 
SHERRILL, R. H. "Bob" 
600 2nd St. 
8-3534 
LA QUINTA 
HOFFMAN. MILTON A. 
P.O. BOX 306 
9-3941 
PALM DESERT 
CARL HENDERSON 
73-941 H lw ay 111 
EDITH EDDY WARD 
P 0 . Box 285 
PALM DESERT SALES CO. 
76-3794 
Larkspur Lane and Hiway 111 
RANCHO MIRAGE 
EWART, ESTELLA C 8-7141 
71-835 H ighw ay 111 
RANCHO MIRAGE REALTY 
CO. 
71-811 Highway 111 
8-3881 
TED SMITH 
8-5022 
71-691 H ighw ay 111 
THOUSAND PALMS 
HAL CORNELIUS 
291 
THUNDER BIRD AREA 
TONY BURKE 
8 5432 
70237 Hiway 111. 54 mile 
w est of rh u n d e rn ird C-C 
Adv. 


ON MARCH 19th 


ON THE $3.850,000 SEWER BOND ISSUE 


MR. 
AHD MRS. HOME 
OHOT ASK 
SOME QUESTIONS OF THE PROPONENTS 
OF THIS EXPEHSIYE PLAH? 
« 
■ 


NO. ONE: A REASONABLE PROGRAM 
- 


W hy can't we have a reasonable program embracing expansion of the 
treatment plant and larger trunk lines? 
. 


0 


NO. TWO: FURTHER STUDY 


W hy can't such a plan be presented to a Citizens' Committee for study — 
residential, realtors, business men, etc.? 


NO. THREE: w h y proposed plan or n o n e? 


W hy is the C ity Administration so determined that we have a $3,850,000 
plan;or none? 
. 


NO. FOUR: w here sew ers are n o t needed n o w 


W hy all the pressure for lines to subdivisions where sewers may not be 
needed for many years? 


* 


NO. FIVE: ABOUT SANITARY problem 


W hy do they assume there is a sanitary p ro b l e m in connection with cess­ 
pools? If that is true, why is it that some areas like Las Palmas and Mérito 
Vista have existed more than 25 years with no problem?'The highest value, 
home area in the Desert is at Thunderbird, and no sewer lines! 


* 
NO. SIX: sew er districts 


Isn't it true that only one R -l areas on non - Indian land that have had 
cesspool problems, had their difficulties because of inadeguate cesspools 
where originally installed? And isn't it true that the owners have solved 
their problems by forming sewer assessment districts? 


MR. AND MRS. HOME OWNER— 
LET'S HAVE A SEWER PROGRAM LIMITED TO WHAT WE 
HEED, AND CAN AFFORD, AND WITH AN EQUITABLE DIVISION OF THE COST! 


DEFEAT THIS BOND PROPOSAL AND JOIN IN A SENSIBLE PROGRAM 


WITH THE "COMMITTEE FOR A PRACTICAL SEWER PLAN" 
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THE DESERT SUN PI HUSHING CO. 
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HOLMES ALEXANDER: 


Just One of the Many Long Steps 


DR. BENJAMIN GOLDBERG 
Goulash for Supper 


I I 
i i i « I r r ir~~~ ~ J-i-t-*> RK1I BWI Bd « T IT 
I 
----------------- 
EARL WILSON: 
Phil Harris Enlivens Town 


WASHINGTON, DC. - Much 
get» written about the new Fed 
eral highway network and the 
multiplying fleet» o( air carriers, 
hut it can t be entirely insignifi­ 
cant that one of the fa»test grow­ 
ing freight IMI» In thia hastening 
age of our» is carried out over 
our rivers and canals 
Barge and boat traffic is grow­ 
ing about as fast as motor truck 
traffic, but It'» growing much 
faster than rail and pipeline traf 
fic. Air freight is not yet im­ 
portant a» a bulk carrier. All 
this suggests, if prrssed to a logi­ 
cal conclusion, that some of our 
over-dev eloped industries have 
reached the saturation point in 
Federal regulation, Labor monop­ 
oly and general production costs. 
The way to cure inflation may be 
in the nature of an economic re­ 
treat rather than any more head­ 
long advance. 


THE PERTINENT figures from 
Government sources show that 
ton-mlles of freight carried by 
American railroads was M per 
rent of the national freight-lift In 
1940 and only 49 per cent in 1955 
On the other hand, ton-milea by 
our inland waterways was only 
four per cent of the national 
freight-lift in 1940 and was eight 
per cent in 195*. 
These figures aren't big, but 
the trend is unmistakable 
And 
with the St Lawrence Seaway 
system becoming operative by 
1959. waterborne haulage will get 
a new boost 
As of today there 
are inland waterways in 40 of 
these United .States. 


WHY THE GROWTH of this 
unglamourous. hnrse-and tow path 
industry? Well, one reason could 
be that only about 10 per cent of 
tha carriers come under the In­ 
terstate Commerce Commission 
and are Federally regulated It 
can t be said of many industries 


BATON ROUSE. La - Negro 
ex-Communist Manning .Johnson 
on Martin Luther King, southern 
Negro integration leader: 
"The southern Negro under 
King developed the idea that all 
whites are against him . . . It 
can lead ouly to rtvuluUon." 


To Cure Inflation 


that they are 90 per cent non­ 
Federalized. 
, 
The reason in this case is that 
few of the interstate barges are 
"common carriers" In the eyes 
of the law. Many are owned, 
much as a grocery store owns its 
own trucks, by steel, oil. chemi­ 
cal and agricultural producers 
Others are privately owned and 
privately contracted 
But the 
point is that this industry has 
found a way to do a huge volume 
of nationwide business without 
getting entrapped by Federal reg­ 
ulation. 


ANOTHER CHARACTERISTIC 
of inland waterway transporta­ 
tion is that it has avoided the 
cost-spiral of Big Labor The in­ 
dustry is organized by as many 
as half a dozen unions. But none 
of these, as yet. holds a monopoly 
over the Labor market. 
This 
means that inland transportation 
has been able to keep pace with 
Inflation by constant improve­ 
ment of its product 
The power boats which move 
the huge barges through our con­ 
tinental interior have changed 
from steam power to diesel, as 
have the American railroads. And 
the barges have been built larger 
and larger, much as the rail­ 
roads have become faster and 
faster 
But the railroads are 
heavily regulated and heavily un­ 
ionized. They have never been 
able to take advantage of their 
increased efficiency. 


THE INLAND WATER fleets 
have done so. The measurable 
result is that since the end of 
World War II. railroad freight 
rates have increased by 77 per 
cent, while inland w a t e r w a y 
freight rates have increased only 
IS per cent in comparable car­ 
goes. 
There may be a moral here in 
favor of taking Big Government 


, 
(By UNITED PRESS) 
UNITED NATIONS. N.Y.: Is­ 
raeli Foreign M i n i s t e r Golda 
Meir on her country s troop with­ 
drawal from Gaza and Aqaba 
areas. 
"We must be absolutely certain 
that Egypt in no form can come 
back to llie Gaza Strip.'* 


and Big Labor off the backs of 
our industries. In steel making, 
for instance, the wages and 
fringe benefits paid to the steel­ 
workers amounls to 75 per cent 
of the cost of the final product. 
There is no direct Federal regu­ 
lation of steel, but a control of 
sorts is accomplished by the Fed­ 
eral tax structure. 
TO USE A FAMILIAR example. 
U S. Steel built a plant 25 yearn 
ago for 110 million The company 
is permitted to write off this *10 
million from its lax statement if 
it builds a new plant. But the 
new plant costs »*4 million, and 
the company is *54 million in the 
red. It must cut profits, raise 
prices or borrow money—all of 
which leads in the end to Federal 
regulation or ownership. 
The same story could be re­ 
peated lor many of our basic in­ 
dustries. For instance, the AFL- 
CIO and several Democratic Sen­ 
ators are behind bills that would 
extend the coverage of wage-and- 
hour laws to include farmers. 
There are 1 * million farm fam­ 
ilies in the U.S. and Puerto Rico. 
Each of these families is in a 
"small business ” 
THERE IS NO evidence at all 
that the farm worker has been 
exploited and needs Federal pa- 
ternalUn. Since 1947 farm wages 
have increased 2* per cent, dur­ 
ing a period when the farm 
prices have dropped 15 per cent. 
The only ev ident purpose of the 
proposed Labor - Government 
take-over is to continue the exist­ 
ing trend of collectivism. 
But the best interests of tha 
nation demand that the trend be 
discontinued, if only to halt in­ 
flation. We still have an industry 
or two which serve as examples 
of how enterprise can be both 
relatively free and relatively 
prosperous 
But we are even 
running out of the examples. 


WASHINGTON - President El­ 
senhower indicating he does not 
share the concern that some peo­ 
ple do about water fluoridation; 
"I do drink tap water here at 
home, but that is just because I 
figure it is just as good as the 
bottled water.'* 


THIS SIDE 
of The Sun 
By Phat 


The tim e has come 
The mayor said 
To talk of kids 
Who are Ill-bred 
And Issue them this warning 
If they get rough 
And play by night 
At pranks which are 
Too far from right 
They won't be here neit morning. 
Easter holiday teen-agers vaca­ 
tioning here had better behave. 
Only one thing puzzles me. 
The mayor said the paddy wagon 
would take any noisy little mon­ 
ster who misbehaved home forth­ 
with. Good idea, but do we have 
a paddy wagon? 
WELL THF, KIDS learn young 
as witness this incident the other 
day down at the Safeway where 
Joe Butler presides. 
A young mother wus patrolling 
the aisles, picking up food and 
other items here and there and 
depositing them 
in the cart 
which she was propelling along 
the floor. In the carl also sat 
her daughter, about two years 
oldThe child was enjoying the 
ride and pointing cut various 
items along the route. 


JUST TÜEN the cart rolled by 
the stand containing malted bev­ 
erages. 
"Beer for Daddy!" cried the 
little girl pointing. 
Her mother pushed the car 
resolutely along without stopping. 
"Daddy will buy his own beer," 
she told the child. 
"Beer for daddy!" screamed 
the little girl. "Beer for daddy'" 
'No. honey, he will huv his 
own," said fhc m oth-' and pro­ 
ceed ;d down the aisles. 


BUT DAUGHTER wouldn't he 
quieted. 
That chant of "Beer for Dad­ 
dy" became louder It filled the 
cavernous Safeway with volumes 
of sound 
Well, you know what happened, 
of coiirse 
To settle things and save an 
embrassing situation, the mother 
wheeled the cart around Picked 
up a six-pack 
So that night, at least, daddy 
didn't have to buy his own hcrr. 
His ever-loving daughter took 
care of that. 


THIEF GUS KETTMANN fold 
me some time ago. if 1 remem­ 
ber rightly, that citizens arrests 
were not applicable in traffic 
cases. In other words, if some 
jerk stole your garden hose, oe 
other property, and you caught 
him at it. you could arrest him. 
But if some guy stoic the right- 
of-way at an intersection or cut 
in on you. you'd have to hope 
a traffic patrolman saw it 
Well, legislation ia planned to 
allow citizen’s arrest in the case 
of litterbugs. Allowing law-abid­ 
ing citizens s little more leeway. 


THAT HAS encouraged others 
to urge widening of that prac­ 
tice A communication advocates 
that drivers of automobiles which 
emit execessive smoke 'also pro­ 
hibited by law ) may also be oiled 
by other autoists. In view of the 
smog problem. I'm for if. 
Because we re jeajous here of 
having a smog-free climate. 
And the other morning on In­ 
dian Avenue, the car ahead was 
spewing forth so much smoke, 
all I could see of his license 
plate were the letters. 
They were "BUM.” 


Even as the crow flies. It's a 
far piece from Budapest to the 
Boise Valley. They are worlds 
apart In language, landscape, at­ 
mosphere, customs and political 
practices. 
. 
But four young Hungarians, 
refugees, with the help of the 
people in Boise Valley, are hap­ 
pily bridging the gap despite the 
fact the quartet is a trifle dis­ 
appointed in the lack of authen­ 
tic Indians. However, there are 
still cowboys in the valley, and 
that is some recompense. 


"SINCE YOU HAVE recently 
been in Austria and are familiar 
with the plight of the Hungarians, 
especially those crossing into Aus­ 
tria." writes a friend from home 
'Idaho). "I think you might like 
to know about a young Hungarian 
living with my brother and his 
family. 
"He is one of four young Hun­ 
garian men who came to the val­ 
ley through the auspices of the 
American Friends Service Com­ 
mittee. 
"About two weeks ago my sis­ 
ter-in-law called and invited us 
out to their farm to meet the 
newest member of the family. 
The new member turned out to 
be Karl, who was employed in 
the .Budapest railroad station at 
the time of the revolution. 


• WHEN THE RUSSIANS start­ 
ed herding young Hungarian pris­ 
oners into the railroad station to 
be loaded on cattle cars for ship­ 
ment. presumable to Siberia. 
Karl helped other rebels free 
hundreds of such prisoners. It 
may have been an impulsive act, 
but it was also mighty brave. 
"Eventually, he had to flee to 
safety and Austria. Now he is 
going to help my brother and 
learn to farm. He is rapidly 
learning to speak English. Every 
spare moment he pores over his 
pamphlet of Hungarian-English 
phrases. He loves to have us 
read to him so he can repeat key 
phrases. 


"AND THE NET TIME you 


come home, everyone in the val­ 
ley will be able to make real 
Hungarian goulash and chicken 
paprika. 
Karl and the other 
three young men are teaching 
us. They're good cooks. As a 
m atter of fact, they're all popu­ 
lar. With the aid of an inter­ 
preter, they have spoken at a 
number of church and civic gath­ 
erings. 
"The thing that impresses me 
most about all of them is their 
thoughtfulness and their excellent 
manners. No woman can open 
a door when Karl is around. He 
never smokes without asking per­ 
mission! 
To Karl, everything 
pleasant Is beautiful * My sister- 
in-law says she ought to correct 
him. but it s so nice to hear that 
everything is 'beautiful' that she's 
going to wait a while. 
"Karl will do anything to be 
helpful. When he came to visit 
us one afternoon, he pitched right 
in with a potato-sorting job. My 
husband says he learned im­ 
mediately how to operate the 
small machine. Karl has never 
driven a car and he has fallen 
madly in love yilh any American 
automobile, just so it goes. 


"IT IS GOOD FOR us In the 
valley to have these four young 
men here to remind us of our 
endless blessings. We have so 
much of everything, including lib­ 
erty. that we begin to take 
everything for granted. 
"Now I have written enough. 
But I thought you would like to 
know how Hungarian refugees 
are adapting out here in the sage­ 
brush. The answer is ’fine.’ Or 
the shoe could be on the other 
foot 
Leastwise, w ere having 
goulash for supper tonight." 
QUOTES 
By UNITED PRESS 


ACCRA. Ghana: P r e m i e r 
Kwame Nkrumah on the inde­ 
pendence of Ghana 
"The black man has come into 
his own in Africa.'' 


NEW YORK—New York's a 
happier place when Phil Harris 
comes to town. He doesn t talk 
like .other people. Telling some 
of js that Bing Crosby must 
now drink sparingly, he explain­ 
ed. "They heard from his kid­ 
neys. and they're threating to 


Texan yelled out. "You go ahead 
and sing, Bing I'll buy you 
that union." Bing was asked 
why they'd slopped in Nash­ 
ville and told an interviewer- 
"Because Mr. Harris wanted to 
place a wreath on the grave of 
Jack Daniels." 
Phil visited Toots Shor's after 
Toots won $8,000 on the *64.000 
Challenge and told Mrs. Shor, 
"As soor. as he won, I made 
reservations—to leave town " I 
asked Phil, who was excellent 
on the Steve Allen program, why 
he didn't do more TV He replied 
quite simply. “I ll too tedious, 
Dad." 


ON TV NEXT YEAR. Phil 
l"Sgt. Bilko") Silvers may get 
out of the Army . . . Sally Mc­ 
Gee, St. Louis' latest contribu­ 
tion to Show Business, is being 
wasted on radio when ¡The obvio­ 
usly should be on TV . . . Char­ 
les Van Doren saw "The Most 
Happy Fella" the other night but 
couldn't get a table in Sardi's 
—he didn't have a reservation 
and the place was jammed as 
it always Is after the theater. 
Young Ken Hammon of At­ 
lantic City wants to get places 
as a dancer and I think he will. 
Knowing that Jerry Lewis comes 
into the audience and asks peo­ 
ple to sing "Harvest Moon" in 
his act at the Palace, young 
Hamon went to the theater wear­ 
ing tap shoes. 
Leaping up when Jerry started 
into the audience- Hammon said, 
"I don't sing, but I just happen 
to have my taps shoes on." 
Jerry 
laughed, 
then 
asked. 
"Would you like to have your 
picture in the lobby, too?" 
Jerry then invited Hamon on 
stage and directed the maestro 
to play "Tea for Two" for him. 
The audience broke into applause 
several times during his old soft 
shoe number—and out in the lob­ 
by later Hammon found himself 
a celebrity. Naturally, he's a 
bigger Jerry Lewis fan than 
ever. 


PUBLISHER BOB Harrison of 
Confidential got a literary crit­ 
icism when he dropped into the 
Stage 
Delicatesen. 
Proprietor 
Max Asnas told him, "You’re 
like a chef. You make your food 
too spicy—and the public gets 
indigestion.” 
Don Ameche asked whether 
he made a study o' putting while 
living in California. ‘"I certain­ 
ly did," he replied, "If I hadn't 
1 couldnt have won all the 


HOLLYWOOD—Bela Lugosi'» 
last movie finished just before 
he died, will be titled "Grave 
Robbers from Outer Space." 
Vampira Is his leading lady . . . 
Jo and Phil Regan celebrated 
their 33rd wedding anniversary 
by welcoming their 13th grand­ 
child. 


SOME G-MEN ARE around 
Hollywood digging up into about 
Chicago author Nelson Algrcn. 
One of their questions is: "Why 
did Otto Preminger film Algren's 
'Man with the Golden Arm.' 
which shows that it's fairly easy 
to 'kick the heroin habit—when 
it isn't easy at all?" . . . 
The Ed Tanners 'he wrote 
“Auntie Marne") are expecting 
a SI. Patrick's package from 
heaven . . . Tony Franciosa was 
expelled from driving school . . . 
Julius Tanner, vaudeville's old­ 
time "Chatterbox." tells me he’s 
giving up all his New Year's re­ 
solutions for Lent! 


BING CROSBY WILL be in 
Spokane this summer for the 
dedication of the library he don­ 
ated to Gonzaga University, his 
Alma Mater. They're setting 
aside a “Bing Crosby Room" to 
house mementoes of his career. 
Helen Rose, the M-G-M dress 
designer, will appear in the trail­ 
er for "Designing Woman." when 
advised of her assignment. Helen 
the enternal female, exclaimed. 
"Omigosh, I haven't a THING to 
wear!" . . . Mitzi Gaynor will 
get a butch haircut for "South 
Pacific " to be directed by Josh 
Logan I asked her if she ll play 
it the Mary Martin way. Said 
she. "No. sweetie, bless your 
pointed little head. I'll play it 
the Logan way!” 
GENE? KELLY IS spending all 
his weekends in La Jolla, Calif., 
with his daughter Kerry She goes 
to school there . . . Almira Ses­ 
sions. who used to phone me ex­ 
citedly to tell me about a "tre­ 
mendous new personality" nam­ 
ed Elvis Presley ."G 'wan,” I 
used to say. "NOBODY could be 
named Elvis Presley!") got a 
part in Elvis's current movie, 
"Loving You." 
Matter of fact, speaking of 
Almira there was a time when 
I couldn t believe anybody could 


money playing golf that I later 
lost playing bridge." 
The wonderful Bea LiJ ie says 
in the new Ziefeld Follies. “While 
lying down on the couch before 
lunch, all went black ” Billy Dé 
Wolfe: "Did you call a doctor 
Bea: "No, I called a television 
repairman." 
TEDDY NADLER OF *64.000 
, Challenge surely doesn't lack con- 
10 fidence. Explaining his desire to 
be rematched on music question* 
he told me backstage- "I know 
millions of symphonies and I 
can reel 'em off in a tenth of a 
second." 
George Jessel addressed s 
brewers' convention in San Fran­ 
cisco. starting out. "Good even­ 
ing, ladies and Germans.” Pro­ 
ducer Henry Ginsberg, describ­ 
ing Georgie. said "He's a busk- 
shot guy—always going off in 
all directions." 
THE MIDNIGHT EARL . . . 
Jakie Gleason's exploring pro­ 
spects of continuing on TV every 
week next season despite earlier 
plans to do only a few shows 
. . . The possible next Prez of 
Mexico, Ontonio Munoz, made 
a quick trip to N.Y. 
A major weekend TV'er had 
such hassling backstage the dir­ 
ector threatened to "pay every­ 
body off and run a kinescope" 
. . . The Ziegfeia Follies had 
capacity standees its first three 
shows . . . Mickey Rooney bang­ 
ed the bongos at Eddie Condon'» 
. . . Didi Douglas, the Mahara­ 
jah of Baroda's favorite singer, 
does Sunday night concerts at 
the Red Carpet. 
JOHN IRELAND spends ev­ 
enings with Kim Novak, days 
with Joanne Dru's lawyers plan­ 
ning the divorce . . . Hildy Parka 
had a baby last Wednesday, at­ 
tended a cocktail party Sunday 
and reported back to the hos­ 
pital .• . . Tennis star Herb 
Flamm says he'll wed a Beverly 
Hills gal "as soon as I get a job" 
. . . Marlon Brando turned writ­ 
er; he'll film it. too. 
A guest at the H'wood-Knlck* 
erbocker 
Hotel 
complained— 
fellow-guc5t Elvis Presley play­ 
ed his own records all day . . . 
Maurice Chevalier's g r a n d - 
niece- Marie, is on the staff of 
NBC's "Monitor" show. 
EARL'S PEARLS . . . Woody 
Allen hushed a heckler with the 
line, "You're the one thing even 
Charles Van Doren can’t ex­ 
plain ! ** 
WISH I'D SAID THATi Jerry 
Warren recalls this line: "No 
wonder Shakespeare could write 
so many stories—he didn't have 
to answer a phone all day!" 
TODAY’S BEST LAUGH; We 
hear the Calypso has become 
such a craze up here it's even 
catching on in Trinidad. 
Kathy Barr listened to some 
one describe the '29 crash, when 
billions were lost and many were 
ruined. She shrugged: "Just an 
average day in Las Vegas.” 
That's carl, brother. 


be named Almira Session! . . . 
Pat Boone chews three packs of 
gum a day. Honest . . . Dick 
Egan says a synonym is a word 
you use when you can't spell the 
first one. 
TV TOPICS—Shirl and Perle 
have yet to meet, although 
they've both living here in Hol­ 
lywood and Miss Booth will play 
Mrs. Mesta on the tatter's CB 
Spectacular March 21 . . . If M- 
G-M will give him the green 
light. Gene Kelly is poised to 
host and star on NBC-TV's base­ 
ball Spectacular April 13. 
All of the Keenan Wynn off 
spring carry the middle moni­ 
cker of Keenan—including his 
new daughter. Edwina 
She'» 
named after his father, Edwin. 
The others land Keenan too) are 
named after Keenan's grandfath­ 
er. that fine actor, the late 
Frank Keenan . . . Scott Brady 
finally met a young actress who 
wants to be alone—on the front 
page! 
WHEN ED Ml RROW geta the 
first installment of his recent 
eight-hour interview with Harry 
S Truman ready for CBS-TView- 
ing on "See It Now," I intend 
to be all eyes and ears. What a 
blockbuster THIS oughta be! 
. . . Soap operas are preparing 
for an expansion of time and any 
month now you daytime viewers 
will be allowed to suffer for 30 
minutes at a time instead of 15. 
ABC-TV has decided to try out 
M-G-M's new hour-long mystery 
scries in the 7 30-8:30 p.m Sun­ 
day time slot—and it'll need that 
half-hour jump on the Ed Sulli­ 
van and Steve Allen shows if it 
expects to survive . . . Note from 
Joe E. Leviis: 'You can read 
all about my love life in 'The 
Joker Is Wild ’ It takes up a 
short paragraph." 
QUOTES 
By UNITED PRESS 


CLEVELAND: G l e n n Zann. 
photographer for the Cleveland 
Press, on taking pictures during 
a trial in Cuyahoga County Com­ 
mon Picas Court: 
“No one in the courtroom saw 
the camera, not even the man 
seated next to m e." 


GRIN AND BEAR IT 
By LICHTY 


“ . . .«The Internal Revenue Service looks with sus­ 
picion on the listing of 743 visits to the Elite coffee 
shop as business trips, Mr. Truffle:. . . " 


AS OTHER EDITORS 
VIEW THE NEWS 
SENSIBLE APPROACH 
(Las Vegas Rev tew-Journal) 
With «chool costs rising almost dRlly 
and no possibility, in the foreseeable fu­ 
ture at least, of cutting them to any 
great degree, more and more organiza­ 
tions In the United States, are getting 
on the bandwagon to force th e school 
administrators to use the buildings they 
have more efficiently. 
There must be a solution to the vex­ 
ing problem of Inadequate facilities for 
the school children and it must be 
found. If a program is worked out, how­ 
ever, the entire thinking along educa­ 
tional lines must be changed. 
I 
At the moment there is a radical plan 
being presented which would change the 
entire schedule of the schools and force 
them into a "quarter" system rather 
than the present semester system. This 
would mean that the school buildings 
would be in use at least 11 months out 
of the year instead of the present maxi­ 
mum of nine. 
If this plan should be adopted, there 
probably would be large and loud com­ 
plaints from the parents because it 
would interfere with the regular vaca­ 
tion schedule. However It is certain 
that there must be some give-and-take 
on both sides in this argument. The 
parents, if they desire to have proper 
educational facilities for their children 
at little more cost, must concede some­ 
where along the line or continue to face 
the prospects of additional taxes from 
now on. 
Under the “quarter" plan, children 
would go to school three out Of the four 
quarters with the registration .stagger­ 
ed so there would be full schools during 
the entire 11 months of the schedule. 


This would mean that regular classes 
would be held during the summer 
months instead of allowing the school 
buildings to sland idle for three months 
out of the year. 
If this plan was carried out, the 
schools could accommodate thousands 
more students on a full-time basis and 
there would be little need for expensive 
additions to the school building pro­ 
gram. 
It is too bad that the school lobby 
does not get behind such a move rather 
than to sit back and demand more and 
more taxes. The tax burden has become 
so great on many families that they are 
going further and further into debt as 
the years roll by. And there is no oppor­ 
tunity that their burden will become 
less. 
The school systems of the nation still 
are operating their schedules on the 
horse and buggy days of the little Red 
Schoolhouse and expect the citizens to 
go overboard on their thinking as re­ 
gards to the tax heeds of the schools. 
There must be a meeting of the minds, 
and soon, because the school lobby Is in 
prospect of losing many of the gains it 
has made because it has become more 
Rnd more greedy as to what portion of 
the tax rate the schools should receive. 
Somewhere, there must be a plan de­ 
veloped which will allow the schools to 
set their program to the amount of 
money which is available, rather than 
having the school lobby demand more 
money for more and more facilities. We 
may be spending ourselves into bank­ 
ruptcy under the present program. 
It is not our purpose to place the 
stamp of complete approval on the 
“quarter" system for the schools. How­ 
ever, it appears to be a sensible ap­ 
proach to the problem and certainly de­ 
mands the closest scrutiny. 


Quotes from the News 


quit.He was with Bing on a tour 
when a cafe owner introduced 
Bing and said. " He d like 
get up and sing but he can t. 
His union won't let him." A 


G-Men Check Movie Theme 


CatWiwl Ciiy 


Accom panied 
by 
Den 
M other 
Mrs. C harles Angelí, who was a s ­ 
sisted 
by 
Mrs. W es 
Bliler, the 
Cubs of Den 1 w ent on a field trig 


last S aturday m orning to "C abot's 
Indian 
Pueblo" 
in 
D esert 
Hot 
Springs. 
The Cub Scout them e for M arch 
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RUBBER 
STAMPS 


PRWTWELL 


FOR 
24 HOUR 
SERVICE 
Phone 76-3302 


PRINTWELL RUBBER STAMPS 


P. 0. Box 537 
PALM DESERT. CALIE. 


A “ S H A R P ” B U Y 


NEW 3 BEDROOM 


2 BATHS. VERV NICE. 


$16.250 


TERMS. 


JO H N S H A R P 


REAL ESTATE 


Phone 8-8303 — 8-6565 


535 HWay. — Cathedral City 


W o S p ecialise In C lean in g 
T ailorin g an d A lteration s 


Pick-up and Delivery 
Service 


H IL L S ' C L E A N E R S 
68474 BROADWAY 
A cross irom 
C itizens N a tio n a l Bank 
Phone 8-3552 


"MAKE YOUR OWN JEWELRY” 
CUSTOM ■ MADE SOUVENIR • GIFTS 
50c to $50.00 


JEW ELS O F W O R T H — B U T T E R W O R T H ’S 


70*215 Highway 111 — Thundrrbird Area — Phone 8-3397 


MARNELL’S CARPET AND 
UPHOLSTERY CLEANERS 
Sala» a n d In sta lla tio n — W all to W all C arpeting 
D ying 
— 
B in d in g 
— 
R epairing 
C athedral City. N ex t Door to Fire S tation 
P h on e 8-7887 
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CUSTOM HOMES 
Wm. Blacklidge 
DESIGNER 
COMPLETE DRAFTING SERVICE 


v V 


✓- 


. Aa-^s: 


¥ 
iK 


FranrhUfd Builder» of 
SABLE HOMES 
$6,350 
Includes: 


868 square feet — 2 bedroom — plaster— 
aluminum windows — tropieool roof — in­ 
sulated — natural cabinets — “C” asphalt 
tile — sew age — water — paving — 4000 
CFM roooer — on your lot — financing avail­ 
able on your lot. 
Locally Owned 
and Operated 


See Our Model at 
CATHEDRAL CITY 
33-669 DATE PA^M DRIVE 


67795 H ighw ay 111 — Cathedral City 
Phone 8-8211 or 8-7Q24 


MERRILL BROWN 


L A W Y E R 


Announces Opening of 


NEW LAW OFFICES 


P .O .Box 128 . 68-570Broadw ay 


Cathedral City, California 


Phone 8-8105 


NOW 


SUN AND SW IM CLUB 


★ Large Pool 


★ Tennis Courts 


★ Recreation Facilities 


MEMBERSHIP DRIVE 
Phone 8-4288 
P. O. Box 262, Palm Springs 
On Date Palm Drive 
Between 
Cathedral City & Ramon Rd. 


being "Indian 
L ore." 
th e 
boys 
w ere deeply interested in the dis­ 
plays at 
the "P ueblo.” 
Before 
they returned hom e they a le their 
luich in the wide open desert. 
The Cubs participating 
w e r e 
G reg 
Sum ners. 
Ralph 
F arm er, 
Mike B r a d l e y . Arden 
Angelí. 
Thom as Pow ers. P eler B liler and 
Kenneth Dempsey. 


"B enny" Benoist. ow ner of Des­ 
ert A ire D ress Shop, has returned 
from a buying trip to Los Angeles 
with a beautiful selection of Mexi­ 
can dresses. 
While in town. M rs. Benoist vis­ 
ited at th e Hollywood hom e ol the 
W. K 
Gibsons, and M rs 
Gibson 
returned to the desert w tih her. 


Mrs. K arle G earhart 
and 
her 
children, M ark and Phillips, re­ 
turned to their hom e in Malihu 
Iasi Sunday following a week spent 
al the hom e of h er parents, Dr. 
and M rs. W. J. H arrison. 


H arry W eim er of W einier lu m ­ 
ber Com pany ,is recuperating al 
his hom e following hospitalization 
[or a broken knee-cap 
He w as in­ 
jured w hile playing volleyball and 
will be in a cast from ankle to 
hip for another m onth. 


M r 
and Mrs 
Wilson Ellis left 
early M onday m orning for "Ghost 
R anch" in Tucson. Arizona 
They 
plan on returning the end of the 
week. 


While h ere from 
Los 
Angeles 
visiting M rs. C lara T indall, and 
her daughter and son-in-law. the 
Thom as 
Scott s, 
M r 
and 
Mrs. 
•lames Toding enjoyed driving to 
Desert Hot S p r i n g s . Thousand 
Palm s and the surrounding area 


Among the guests enjoying the 
sun and relaxing around the pool 
al the new Sunaire T e rra ce are 
Mr. and M rs. G. L. G reene, here 
for two weeks from their home in 
T acom a. Wash. 
H ere for a few 
days w ere Mr. and M rs. 
Fred 
Dowd who left 
today 
for 
Lake 
A rrowhead. 
The Dowds own the 
popular A rrowhead Road Resort 
Following a two week vacation. 
Captain 
and 
Mrs. 
W illiam 
Hen- 
shuw left last week for th eir home 
in Seattle, Wash. 


M rs. Peggy D eason w as host­ 
ess for the "Com e As You Are" 
m eeting of the 
Second 
Tuesday 
Club held Tuesday night al her 
home on " F " Street 
St 
P atrick 
w as the them e of decoration, and 
the gam e of the evening w as ca­ 
nasta. 
In keeping with the them e. 
Peggy served 
four leaf 
clover 
cookies, lim e jello and coffee. The 
m em bers 
enjoying 
the 
occasion 
were M mes. Gwen M ayfield. Lola 
Sherrill, Eulita Jackson. Eleanor 
D inohue. H arriet Colglazier. Ruby 
H am m er and Et F arm e r. 


H ouscguests last week 
al 
the 
home of Edie 
and H arry 
Mohr 
i Mohr Shade) w ere 
M rs. 
M ohr's 
m other. M rs. B ertha M ayer, her 
niece. 
C athy 
W ainess. 
and 
her 
aunts. Ida Flattie and E sth e r Mil- 
chlin of Beverly Hills. 


Mr. and Mrs. W illiam 
Shope. 
ow ners of the Coastline M otel In 
Newport Beach, and Mr. and Mrs. 
Sam M iller, who own th e Vaux 
restau ran t in Balboa, w ere guests 
at the hom e of Kay and Bill Cun- 
ney. 
. 


Virginia and Rube H ayden 
of 
San M arino, and Helen and Jerry 
S charer of 
Palos 
V erdes 
were 
weekend guests of M r 
and Mrs. 
W. B. M assie at their hom e in 
Flying H Estates. 


Mrs. G eorge Oswald, daughter 
of Mr and Mrs. Don F ran k , left 
Los A ngeles via the airw ays last 
Thursday m idnight for New York 
City, w here she boarded a plane 
for G erm any lo join her husband 
who is stationed 
in 
N urem berg 
with the arm ed forces 
She will 
rem ain in Europe until the end of 
the year, at which tim e they plan 
to return to the S tates and m ake 
their hom e here in the desert. 
Weekend 
guests 
of 
th e 
Don 
Franks w ere Mr. and M rs. Carl 
Oswald of Los Angeles. 


The largest nugget of zinc ever 
m ined cam e from A rkansas 


Cathedral City Youth Center 
To Hold St. Patrick's Dance 


The Cathedral City Youth Cent­ 
er will 
sponsor a St 
Patrick's 
Dance at the Town Hall Saturday 
March It. 
Teenagers 13 years and 
older 
a re 
Invited, 
fifteen cents 
stag 
and 
twenty-five 
cents 
a 
couple. 


KPAL Disc Jockey Bill Jenkins 
it in charge of the m usic and will 
play the tunes that w ere request­ 
ed st the last dance held 
A pproxim ately too w ere In a t­ 
tendance 
The 
hall 
w as 
gaily 
d ecorated by the boya and girls, 
and they expressed th eir thanks 
lo persons whose donations 
of 
tim e, 
m oney 
and 
refreshm ents, 
helped to m ake the d ance such a 
success. 
Among 
them 
w ere 
Verne K ringa who donated 
two 
eases of Coke: Millie K aiser, three 
dollars: F red Hanson, two eases 
of Coke: and the m an y m others 
for the hom em ade cakes. 
Hosts »nd hostesses for the eve­ 


ning were 
Messers 
and Mmes 
Harpo Marx and Louis DcGrucdo: 
Mrs. 
Lorrain 
Nowak 
and 
Dick 
Krings. 


All 
donations 
toward 
support 
of the aim s and objections of the 
Youth Center will be gratehilly 
accepted and can be sent In care 
of Lout* DeGruccio, Box S26. 
Ca­ 
th ed ral City. 


Courtesy 
Dem onstration 
Merle Norman 
Cosm etic Studio 
Ph. 8-6961 


Prompt Mail Order Sorvtca 
P.O. Box 1083 
716 Broadway. C athedral City 


Ho Nothing 
BAY CITY. Mich W - Rusaett 
J. Tilton. Yecenlly 
retired 
auto 
factory foreman, la handing out 
his 
new 
"business 
card" 
tn 
friends. 
It 
reads: 
“ Russell J. 
Tilton, retired — no phone, no 
address, no business, no money. 


W ILSON D. EI.I.IS is responsible for m any inventions, largely brought 
about Ihrough Inconveniences he suffered or becau se he needed ex­ 
tr a com fort and aid because of a h eart condition. 
Leisure Mother of Invention, 
Proven by Wilson D. Ellis 


Church Deacons 
To Sponsor 'One 
Hour of Sharing' 


Board of Deacon» of the C athed­ 
ral City Com m unity C hurch 
arc 
sponaoring “ One G reat Hbur 
of 
.Sharing.'' 
A plan w hereby 
the 
adult» and m em ber* of the Sunday 
Church School set a*ide a sacri­ 
ficial offering to help th e needy 
and displaced person» around the 
world. T he offering will be receiv­ 
ed on A pril 7. 


Last 
y ea r 
the 
P resbyterian 
Churches gave over a m illion and 
a half dollars to VOne G reat Hour 
of Sharing.'* 


Dependable 
Insurance 


Values in 
Real Estate 


Clark Realty & 
Insurance 
Agency 


R E A L T O R S 
Member California Assn. 
Insurance Agents 
68-657 Broadway 
Cathedral City 


R A T T A N 


THE ONLY EXCLUSIVE TROPICAL FURNITURE 
STORE IN THE DF.SERT 
-Rancho M ira g e — Ph. 8-8436 
Casual Furnitur« 


By JEANE PATANE 
“ L eisure — rah er than necessity 
—is the m other of Invention,” a c ­ 
cording to Wilson I). “ B ill' Ellis, 
who. with 
his w ife. 
Catherine, 
have been w inter residnts in C a­ 
th ed ral City for m ore than tw elve 
years. 
The sum m er six m onths of the 
y e a r the E llises spend at their 
hom e in Berkeley. 
A successful contractor. 
once 
his business fell off during 
the 
d e p re sió n , with tim e on his hands, 
and he opened a little “ gadget 
shop ' in Berkeley. 


ALWAYS INTERESTED in pho­ 
tography 
and 
w inner 
of m any 
aw ards- m ost of his early inven­ 
tions w ere photographic aids. N ev­ 
e r having bothered w ith patents all 
of his Inventions, he says, have 
been “ widely copied.'* Among them 
are a cam pra tripod titler o per­ 
ated with one hand and a panning 
title r used for m oving cam eras to 
g e t panoram ic views. 
At his hom e in B erkeley E llis 
has set up an alm ost com pletely 
“ fool-proof' autom atic, electrical 
ly operated darkroom in his base­ 
m ent. which is at th e disposal of 
friends and local G irl Scouts. 


ONE OF ELLIS* 
best 
known 
"g ad g e ts” 
Is 
the 
fingerprinting 
roller used extensively by police 
departm ents since 1936 Until then, 
he says, a p rinter’s gadget bad 
been used for taking fingerprints. 
The need for better equipm ent w as 
brought to his attention shortly 
afte r he had visited th e Ford fact­ 
ory in Richmond, and observed 
a 
substitute m aterial being u sed -in ­ 
stead of rubber for engine mount 
ings. 
Ellis used the m aterial, at that 
tim e designated only by a num ber, 
to 
m ake superior 
fingerprinting 
rollers, turning out enough to fing­ 
erprint half the arm ed forces. 


A BIT OF HUMOR w as injected 
when a U. S. G overnm ent agent 
dropped into his shop during W orld 
W ar II and asked if he was using 
neoprene. 
E llis replied "no” . To 
his surprise the unnam ed m aterial 
he had been using turned out to 
be neoprene 
He also invented fingerprinting 
equipm ent for the M otor Vehicle 
D epartm ent during W orld W ar II 
from suggestions offered by Pafil 
M ason, chief of the division 
in 
Sacram ento. 


M any of E llis' inventions 
are 
labor 
saving 
devices, 
the m ost 
spectacular 
being 
an 
elevator 
m ade out of a barn door to which 
is attached a platform . It is op­ 


erated by electricity on a cable 
from the first floor to the b ase­ 
m ent of hi* hom e in B erkeley 
stopping autom atically dt each end. 
In ca se the cable breaks a safety 
device halts th e elevator at the 
next step. T h is.w as m ade because 
he suffers a h e a rt condition. 


HE 
INSTALLED 
a 
m otor to 
regulate hi* contour chair, 
and 
while w atching television he use* 
a *elf invented six foot wand to 
change station* and tune the set 
which is m ounted on an elevated 
turntable of his own invention. At 
the present tim e he is m an u factu r­ 
ing 13 inventions. 
F or the past six years Ellis has 
been the official photographer 
at 
the 
Indianapolis 
Speedw ay 
for 
C lym er P ublications. He is alw ays 
ready with his cam era to 
take 
pictures of th e G irl Scouts. 
Boy 
Scouts and of th e civic activities 
in C athedral City, and has a com ­ 
plete darkroom a t his hom e on 
H illcrest Road. 


As another hobby he Is on call 
at th e Postoffice w henever 
the 
com bination of a box is in need of 
repair. 
Worthy accom plishm ents 
for a m an of lim ited activity. 


Scotts to Give 
Show Tonight 


Fern and B in Scott ond 
their 
friendx 
presented 
an 
exhibition 
square dance for Tex Kidwell's 
W estern Show at El M irador Hotel 
last night. 


Tonight they will d ance at 
the 
first anniv ersary of th e C athedral 
City R otary Club being celebrated 
at the "F arm h o u se.'' 


Abbott Recovers 
From Surgery 


I W Abbott is recovering satis­ 
factorily in D esert H ospital 
fol­ 
lowing m a jo r surgery perform ed 
F riday 
m orning. 
M r 
Abbott'* 
step-son is W. B. M assie. prom i­ 
nent food broker of I/>* Angeles, 
who m ain tain s a desert hom e in 
Flying H E states, w here the Ab­ 
bott* live during the season. 


Dog W anted 


HARTFORD, Conn 
<1R — State 
Rep. Louis Padula 
of 
Norwalk 
noted th a t Connecticut has a state 
bird, a s ta te flower and a state 
tre e but no state dog. He suggest­ 
ed a b eag le to “ bring the dog 
closer to th e robin, the m ountain 
laurel an d the white o ak .” 


CLEARANCE SALE 
107. 
ABOVE 
COST 


R C A - Z E N IT H 


P A C K A R D BELL 
TELEVISION 
BOWMANS 


R A D IO A N D T E L E V IS IO N 


480 Broodwoy, Cathedral C ity — Phone 8-5462 


I to i OFF 
Packables — W ool Jerseys 
Long Sleeve Cotions & Sportswear 
l/g and Regular Size, 
Desert Aire Dress Shoo 
618 Broadway Opp. Tampico 
Phone 8-5045 
CATHEDRAL CITY 


DO-IT-YOURSELF 


Lifetim e A lum inum Screen Door, 
and W indow ,. 


Flexalum M etal Aw ning, 


Insulated Pleated W ind ow Shade, 
with M atching Lam ps 


Decorative Shade, 


Tran,versing Vertical and 
Venetian Blind, 


Transparent Shade, 


Bam boo Shade, and Drape, 


Room Darkening Shade, and Blind,. 


MOHR SHADE 


P H O N E 8 8319 O R 2363 


For Free Estimates in Your Home 


69-036 HIGHWAY 111 
CATHEDRAL CITY 


A L L N E W 1 9 8 7 
U!kin£poo& 


• AIR CONDITIONING 
• REFRIGERATORS 
e WASHERS AND DRYERS 


ANTHONY'S REFRIGERATION CO. 


864 Broadway 
CATHEDRAL CITY 
Phono 8 3334 


SCOTTS 
SCOTTS 
SCOTTS 
SCOTTS 
Smartest Family Western Shop in the Desert' 


8 
M 


O 
PRESS-FREE C O T T O N S e, shown et 
Deluxe Style Show Last Week. 


w 
Highway 111 
Cathedral City 
Ph.8-4573 
SCOTTS 
SCOTTS 
SCOTTS 
SCOTTS 
8 
co 


NEW TRACT N O W OPEN 


Lots For Sale 


IN THE BEAUTIFUL DATE PALM 
DRIVE AREA 
LARGE LOTS ZONED R-3 LOCATED 
IN A SHELTERED TAMARISK GROVE 
OUTSIDE THE WIND BELT 


Ownership entitle» you to 
m em bership in our modern 
club house with large swim­ 
ming pool, tennl* co u rt, and 
recreational facilities. 


FOR SALE BY OWNER 


TURN L E FT ON DATE PALM DRIVE 
IN 
CATHEDRAL CITY OR 
RIGHT 


O FF RAMON ROAD ON DATE PALM 


DRIVE 
INQUIRE SUN & SWIM CLUB PH. 8-4288 


G e t U H F 


WITH THE N E W 


Mooei 


UHF CONVERTIR 


«UUftS «MY TV JIT 
« Mooim 
12 CHANNEL HCftVtR 


Consistently outperforms all others 
in its class at least 4 ways . . . with: 


1 . Shorpor, Qtot Imagu. .. m 11m flush or pkhm moon 


2 . him OporstiM...cm kook hmug.. .m VHf ti 


3 » DrHt-fiM torfonmiK*... m M at 
4. Twm, Inpxt... M nimlim Wtritmm 


See It today at 
____ 
Bowman's 
RADIO AND TELEVLSION 
480 Broadway — Cathedral City — Phone 8-5462 


SI9 
95 


v) 


Thrifty Week 


Observed at 


Thrifty Drug 


L ocal residentn have an o p p o r­ 


tu n ity to p articip ate in the "big­ 


g e st bargain even t in the W est ' 


th is 
w eek in th e 
P a lm S p rin g s 


T h rifty D rug S to re, acco rd in g to 


an announcem ent by M anny B or 


un. v ice president of the p io n eer 
C aliforn ia d ru g c h a in 
" T h rifty W eek" w ill include sp e ­ 
c ia l b a rg a in s se le c te d from e v e ry 
o n e of T hrifty * h u g e d e p a rtm e n ts 
C u s to m e rs will reco g n ize m a n y of 
th e 
n atio n ally 
a d v e rtise d 
ite m s 
w h ich w ill be o ffered a t o n ce a 
y e a r low p rices. 


IN A D D ITIO N TO the " T h rifty 
W e ek " 
sp ecials 
w hich 
w ill 
be 
a v a ila b le from M a rc h 10 th ro u g h 
!•. th e re will he d aily b a rg a in s of 
p a rtic u la r in te rest 
to ail T h rifty 
sh o p p e rs. 
A m ong 
the 
o u tsta n d in g 
b a r 
g a in s 
d u rin g th is 
annual 
sale* 
e v e n t 
a re 
10 an d 
12 inch 
long 
p la y in g reco rd s. 


O TH ER ITEM S O F g e n e ra l in 
te r e s t 
include 
lau n d ry 
b a sk ets, 
c h ild re n s cotton 
tra in in g 
p an ts, 
a n d sofa pillows. 
W om en look fo rw a rd to " T h rifty 
W eek ' a s an o p p o rtu n ity to sto ck 
tip on co sm etics b a rg a in s 
A m ong 
♦he fea tu re d v a lu es In th is denari* 
m en t a re B ourjois "G a ie ty " d u s t­ 
in g pow der o r cologne and B a r 
b a r a G ould " W h im sic a l" b a th oil 


Gate Receipts 
At O'Donnell Go 
To Youth Center 


T h e 
22nd 
a n n u a l 
O 'D onnell 
M en s 
In v itatio n al 
C ham p io n sh ip 
T o u rn a m e n t, 
sp o n so red 
by 
the 
W 'elfare an d F rie n d ly Aid A ssoci- 
c a tio n , 
is being h eld th is w eek, 
th ro u g h 
S unday, 
w ith 
p ro ceed s 
fro m th e g ate re c e ip ts an d food 
c o n cessio n 
to 
be 
used 
for 
th e 
Y o u th C enter. 
T h o se in c h a rg e o f th e pro ject 
th is y e a r a re M rs 
Jo h n W agoner 
a n d 
M rs 
N ew ton 
H otchkiss, 
co­ 
c h a irm e n of th e v o lu n teer w ork 
e rs : M rs 
P 
A 
S taley and M rs 
J o h n W oods, c o -ch airm en of tic k e t 
•a le s . 
S a n to s, 
well know n 
c a te re r 
fn 
P a lm S p rin g s 
w ill 
provide 
th e 
food w hich will b e serv e d d aily 
fro m g 10 to 4.30. 
T h e buffet t a ­ 
b le w ill he staffed b y v o lu n te e r 
w orkers of the W elfare group 
W ell know n g o lfers p lay in g In 
th e to u rn a m en t 
a re G ordon M cj 
C re a 
P h il 
H a rris, 
H oagv 
C a r ­ 
m ic h a e l. C h arlie F a rre ll, R ic h a rd 
A rlen an d Bob H ope. 


T H O U SA N D PALM S 


By IZF.TTA H IN T 
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Sun Classified Bring Quick Results 


M ri F.dytha S eeley h » i re tu rn ed 


to her hom e on th e d e se rt a lte r 


som e w eeks spent in L os A ngeles 


M rs 
M arion W hite fro m C a th e ­ 


d ra l 
C ity 
w as 
v isitin g 
frien d s 
a ro u n d tow n W ednesday. 


I 
P h ilo so p h er w rite r D an an d Isa 
bel B arth o lem ew fro m New Y ork 
S ta le a re spending a few m o n th s 
on th e d e se rt, an d living on C alle 
J e ss ic a S treet. 


C lifford C. Z ielke. a b ro th e r of 
M rs. E . L. M iller, sp e n t a w eek at 
th e M iller resid e n ce in T housand 
P a lm s, b efore leav in g for G eo rg ia 
on a new a ssig n m en t He had been 
sta tio n e d at F o rt 
O rd 
for som e 
tim e. 


S tev e 
W illiam s 
c e le b rate d 
his 
10th b irth d ay 
M a rc h 
2 
w ith 
a 
w e stern p a rty at h is h om e on the 
Ivey 
R anch 
S te v e s 
fu rro . 
C ac 
tu s, w a s at e v e ry b o d y 's disposal 
for rid in g and th e hig h lig h t of the 
p a rty w as a 
re a l old 
fashioned 
h ay rid e 
T hose a tte n d in g w ere 
P h y llis W illiam s. K ath y and R og­ 
e r 
A dam s. 
G ary 
W iley, 
C arry . 
Don 
and 
C athy 
D yer, 
M artin 
E v a n s. Coley H a tc h er. D anny G al­ 
van an d T e rry 
H unt, 
all 
from 
T h o u san d 
P a lm s, 
a n d 
Ira . 
Don 
an d G ene 
C haffin, 
fro m 
E sc o n ­ 
dido. 


M r 
an d M rs. W a rre n M ills and 
M rs. C a rl N icholas an d d a u g h te r 
Jo an , a c co m p an ied M r 
and M rs. 
I^ s lie M undy to C alex ico on S a t­ 
u rd ay , and on M onday m o to red to 
D eath V alley to visit S co tty 's C a s­ 
tle an d su rro u n d in g co u n try W hile 
Ih ere th e y 
v isited 
a t 
th e 
Salt 
M ines, and w ent th ro u g h th e C as­ 
tle. an d sta y e d o v e r night at F u r 


n ace C reek R an ch . M r. a n d M rs 
M undy 
th en 
re tu rn e d 
to 
th eir 
hom e in Lodi. 


S heik S h o rty M iller a n d h is h a r ­ 
em , w on seco n d p lac e in th e re ­ 
cent 
In d io P a ra d e . 
T h e 
H arem 
c o n sisted 
of six 
w o m en . 
Stevie 
M iller, G ra c e H yde. V iv ian O hier. 
G e rtru d e H itson, 
S a n d ra 
D andro 
and N e v a A rnold. 
M r. an d M rs. 
G eo rg e K a rl an d T ony S chaoffer, 
won firs t p lace, a n d a tro p h y , for 
fam ily g ro u p , in th e p a ra d e . 


M r. a n d M rs 
L eon C haffin of 
E sco n d id o , w ere last w e e k e n d 
gu esta of M r. a n d M rs. C h ester 
W illiam s. 
T h e C h affin s w e re ac­ 
c o m p a n ie d by th e ir 
th re e 
sons, 
h e re to a tte n d a b irth d a y p a rty on 
S tev e W illiam s.- 


th e n e w sp a p e r office a n d e a c h boy 
w as p re s e n te d w ith an ed itio n of 
T h e D e s e rt R at S crapbook 
O liv ers' 
A n ti-L itter 
c a m p a ig n 
w a s e x p la in e d to 
th e boys 
a n d ( 
th e y d e c id e d to help in th e local 
litte r 
c le a n in g 
c a m p a ig n , 
held 
h e re e v e ry sp rin g 
T hose p re se n t 
w er* S te v e W illiam s, S teve Wil 
lis, M a rtin E v a n s. D anny G a lv a n 
a n d D on 
a n d L a rry D yer. 


Com o — G le m o n — Lucy — B on n y — S u lliv a n 
164.000 QUESTIO N____ 


ALL O r TH EM ABE COMINO 
I Y O U * W * f 1 
S o If T ou i T»V. got la N ot C on nected Up CALL SOM N ew t 
PALM SPRINGS 
COMMUNITY 
TELEVISION CORP. 


1 » INDIAN A V E N U E 
PALM SPRINGE 


C o m m a n d e r H a rry O liv er gave 
Ihe T h o u sa n d P a lm s C ub S couts a 
tre a t la s t M onday w hen he con 
d u c te d th e m th ro u g h h is F o rt O liv­ 
e r S ix of Ihe S couts, th e ir m asco t. 
P h y llis W illiam s, an d D en M other 
M r». H elm a W illiam s, w e re con­ 


d u c te d aro u n d 
T h e 
boys 
b e c am e 
acq u ain ted 
w ith m a n y e a rly A m e ric a n tools 
and le a rn e d how rea lly convenient 
th in g s a re to d ay , by co m p ariso n 
w ith 
w h at 
M r 
O liv er 
show ed 
th em 
T hey w ere ta k e n through 


Heavy Traffic Fines 
B U F F A L O , N Y . HP—T ra ffic v i­ 
o la to rs 
in 
B uffalo 
re a c h e d 
info 
th e ir .p o c k e ts 
for 
$3*6.892 95 
in 
fines in 
1956- easily to p p in g th e 
p rev io u s high a n te to th e c ity 's 
c o ffers R ecord» show ed th a t speed 
m g w a s th e h ighest sin g le offense 
w ith v io la to rs c o n trib u tin g a to tal 
of $112.487. 


Prepare the W ay For Greater 
Prosperity, Higher Property 
Values Here 


H u r red* of today's visitors will become tomorrow's Palm Springs 
citizens—it we prepare properly lor the future by approving a complete 
sewerage system on March 19. 
Except for a vacationing missionary to darkest Africa, or a sour­ 
dough prospector who recently tapped a uranium or gold bonanza, few 
of our visitors have heard the words "cesspodls" or "septic tanks" in 
the past quarter century. They certainly didn't expect to (ind such fa­ 
cilities here. 
For progress, prosperity and pleasure in the Palm Springs of to­ 
morrow . . . 


Vote 'YES' On Tuesday, March 19 
model 
P LU M B IN G S U P P L Y CO. 


495 INDUSTRIAL PLACE 
• 
PH ONE 5037 PALM SPRINGS ^CALIF 
IN D IO 
C ó a c h e lla V-’ lle y 7 3 9 4 2 
I A 
R ic h m o n d 9 - 2 2 3 4 


I F t DICK S IIA P IR O , n o ted v iolinist. Will be featu red a rtis t along w ith 
Y altah M enuhin, p ian ist. In th e fifth c o n cert of th e P a lm S p rin g s 
M usic S ociety A rtist S erie s a t 4 p m , S u n d ay , a t th e Je w ish Com* 
I m u n ity C en ter. 
Eudice Shapiro to Appear 
In Sunday Artists Concert 


, 
K u d ice S h ap iro , w ho s h a re s th e 


P a lm S p rin g s 
S ociety A rtist 
Se­ 


' rie s C o n cert w ith Y altah M enuhin. 
S u n d ay aftern o o n at 4 at th e J e w ­ 
ish C o m m u n ity C en ter, h a s h ad a 
1 c a re e r of illu strio u s a c h iev em en t. 
, 
S h e w as a w a rd e d a sc h o la rsh ip 
at th e K a stm a n School of M usic 
sh o rtly a fte r h e r 12th 
b irth d a y , 
w h e re 
sh e 
re m a in e d 
fo r 
th re e 
y e a rs a s a pupil o f G u stav T inlot. 
D n iin g th is tim e sh e fre q u e n tly 
a p p e a re d a s soloixt w ith th e B uf­ 
falo and R o c h e ste r P h ilh a rm o n ic 
Sym phonies. 


A N O T H ER 
IM P O R T A N T sch o l­ 
a rsh ip follow ed, th e C ttftis In sti­ 
tu te 
o f 
M usic 
in 
P h ilad elp h ia. 


P A L M S P R IN G S 
. 
, 
M U S IC C O M P A N Y 
presents *he new 
Admiral. 
Pmmd 


w h frc fo r five y e a rs she w a s th e 


only fem in in e stu d e n t of 
E fre m 
Z im balist. 
A m ong th e m an y con­ 
c e rts M iss S h ap iro 
g a v e du rin g 
her five y e a rs a t C u rtis, tw o r e ­ 
m ain m em o rab le — h e r p e rfo rm ­ 
ance a s soloist w ith th e P h ila d e l­ 
phia O rc h e stra a t th e in v itatio n of 
Leopold Stokow ski, 
an d h e r p e r­ 
fo rm an ce 
a s 
soloist 
w ith 
F rits 
R einer 
a n d 
the 
C u rtli 
In stitu te 
Sym phony. 
On leav in g th e C u rtis In stitu te 
with E fre m Z im b a list's p ro fessio n ­ 
a l seal of a p p ro v a l, sh e w en t on 
to m ake- h e r d eb u t at New Y o rk 's 
Town H all and s h o rtly th e re a fte r 
won th e 
N atio n al F e d e ra tio n 
of 
M usic C lu b s *1000 A w ard. 


E t'D IC E S H A PIR O looks like a 
dim in u tiv e G reek g o ddess, b u t she 
-fa y s h e r fam o u s G u a rn e riu s vio­ 
lin i know n a s th e ex W ieniaw ski > 
like a m u sic a l g ian t. 
M usic S o ciety C oupon A dm ission 
°.noks m a y be u se d for th is co n ­ 
c e rt. 
o r 
single 
a d m issio n s 
a re 
av a ila b le a t th e M usic S ociety of 
fice at S an to s C a te rin g . 


Parking Meter 
Receipts Show 
Heavy Increase 


H ea v ier 
re s o rt 
tra ffic 
boosted 
P alm S p rin g s p a rk in g m e le r re ­ 
ceip ts to *5.188 in F e b ru a ry , m o re 
th an t l 600 h ig h er th a n co llectio n s 
for Ihe r rc o r d m o n th of J a n u a ry . 
T he s a m e p erio d la st y e a r net 
ted only *3.159, S h elb y V L an g fo rd 
city d ire c to r of fin an ce, re p o rte d 
today. 
R eceip ts la s t m o n th co m e from 
590 p a rk in g m e te rs , a s c o m p a re d 
w ith 247 in s e rv ic e la s t Ju ly . 
T otal re c e ip ts fo r th e fiscal y e a r 
to 
d a te 
a r e 
*21.781 
T he 
fiscal 
re tu rn 
fo r 
th e 
p rec e d in g 
y e a r 
w as *15.757 a t th e end of F e b 


EASY TO CARRY) 
So light in weight, 
even a ch ild can 
carry it. 


BIG TO SEE! 10.375' overall diag­ 
onal tube . . . 5 3 tq. in. of bril­ 
liant picture. 


GORGEOUS COLORS 
for your choice. 


"POP-UF AND HIDE-A-WAY” 
ANTENNA optional, e x t r a . . . 
telescope* out of sight at back 
of cabinet. 


Sheriffs O ff ice 
To Be Studied 


A req u e st by S h e riff Jo e W R ice 
Itiat a sm a ll room in the A m e ri­ 
can 
Iaegion 
b u ild in g 
in 
P a lm 
-Springs b e a llo c a te d a* an office 
for his d e p u tie s assig n e d to th is 
a re a , w a s re fe rre d b y th e county 
su p e rv iso rs th is w eek to th e 
ad 
m in istra tiv e o fficer fo r c o n sid era 
tion an d rec o m m e n d a tio n . 
The new P a lm S pring* q u a rte rs 
now 
h o u se 
th e 
ju d ic ial 
d istric t 
co u rtro o m , c o n s ta b le 's office an d 
d istric t a tto rn e y * office. 


Announcing Big M Dream Car Contest 
90 FREE MERCURYS 


A TURNPIKE CRUISER EVERY WEEK 
The top of The Big M Dream-Car Fleet 


The most dramatic expression of Mercury’s Dream-Car Design! Distinctive 
styling shared with no other car, and no other Mercury model. Floating 
Rid# with unique Air-Cushion Suspension. 290-hp V-8. Plus seven ideas 
found in no other car, such as Breezeway Ventilation with roof-level air 
intakes and power-operated back window. Most advanced car at any price! 


FO U R C O M M U T E R ST A T IO N 
V\¿AGONS EV ER Y W E EK 
2-door, 6-paasenger, hardtop design. Air-Cushion 
Suspension, 
first 
true pasaenger-car ride in 
wagons. Hack window retracts for all-clear loading. 


T E N M O N T E R E Y 4-DOOR 
SE D A N S EV ER Y W EEK 
H ardtop glamour (concealed side pillar), Dream- 
Car Design, Floating Ride! W idest in its field. 
M ercury has the industry’s biggest sue increase! 
$450,000 IN PRIZES 


15 Mercurys every week in 6 weekly contests.* First contest starts 


* 
March 4th. Enter every week! 2,190 prizes in all! 


Contribute Your $ 1 5 .0 0 to 
P A L M S P R IN G S T R A N S L A T O R S T A T IO N . IN C . 
Palm Springs Music Co. 
OPEN SUNDAYS 
360 N. Palm Canyon Drive 
Phone 2066 or 7316 


Are You Particular 
About Your Hair 
and Barber Service? 
BARNEY'S 
BARBER 
SHOP 


4 R A R R K R S. M A N IC U R IST 
A N D SHOK S H IN K R 


P a c ific Building 
143 Tamarisk Road 


Phone 5212 


IS Y e a rs at D e se rt Inn 


B a rb e r .Shop 


Easy to enter, 
easy to win! 


HERE'S ALL YOU DO: 


^ 
Go to your M ercury dealer 
to d a y . 


Pick u| 
entry blank. 
2 
P ic k u p o ffic ia l ru le * a n d 


* i 


3 
Com plete laat line of Mer- 
• cury dream -car rhyme. 


A 
Mail official entry blank 
to "M ercury Contest." 


1st PRIZE 


Mercury 4 -d o e r Turnpike Cruiser— 
on e each w e e k . Plua an all-expenae- 
paid week end trip to New York for 
two, with traim portation by Ameri­ 
can Airlinea DC-7. Suite a t famoua 
hotel. Special gueata of E d Sullivan 
a t hia televiaion ahow. 


NEXT 4 PRIZES 


M ercury C om m uter 2 -d o e r, 6-pot- 
ftenger 
Station 
W agon s — 4 ea ch 
w ea k . New BIG M wagons are the 
moat luxurious and eaaieat riding 
ever built. Everything ia totally 
new, com pletely redesigned. New 
dream -car feature* everywhere. 


NEXT 10 PRIZES 


M ercury M ontoroy 4-d oor S ed a n s— 
10 ea ch w eek . All Mercurya awarded 
include M erc-O-Matic D rive, radio, 
heater, white-walla. directional aig- 
nala, w indow w ashers. S ta tio n 
wagons also include power-operated 
retractable back window. 


NEXT 50 PRIZES 


G eneral Electric " C om p an ion " TV 
s e ts — 5 0 e a c h w e e k . P o rtab le, 
^ w eighs o n ly 26 
pounds! Performs 
\ 
with console clar- 
* 
ity . A lu m in i/ed 
picture tube Re- 


NEXT 300 PRIZES 


S heaffer’s W hite Dot Snorkel Pen Sets 
— au to g ra p h ed b y Ed S u lliv a n — 3 0 0 
each 
w ea k . The 
I 
world’s finest writ- 
y - » I 
ing in stru m e n t. 
W ide gold-filled 
y 
b a n d s . R e t a i l 
value $22.75. 


SPEC IA L 


B O N U S A W A R D S 


You may win $10,000 CASH 
if you buy a new Mercury 


- o r $2,000 CASH 
if you buy a used car 


(Sm offctol con!i*f rule») 


X i W « . m . i, M . , , ■ > « , » 
10 
M»<* * 1 » »' « a . /W»«< » e * 
,fc— 
b- 
— 
I . 


W atch 
TH E E D SU LLIV A N S H O W ." find out m o re a b o u t Ihe c o n te st. S u n d a y ev en in g . 8 :0 0 to 9:00 S ta tio n K N X T , C hannel 2 


Go to Your Mercury Dealer Today 
. 


f 


Batista Claims Communists 
Inspired Attack on Palace 


HAVANA. 
Cuba —The Cuban 
Scattered gynfire could be heard 
army said today the attempted as 
throughout the city until late Wed- 
sa&unation oí President Fulgencio nesday night, but early this morn- 
Batista ended in bloodshed, death ing Havana was like a graveyard 
and failure for the handful of stu- 
BATISTA TOLD newsmen short 
dent revolutionaries who staged it. ly before midnight the attackers 
Batista labeled the attack on his 
were "poor mad fools paid 
by 
palace late Wednesday as 
Com- people who looted 
the national 
inunist inspired. 
¡ treasury, carrying out directives 


THK YOUTHFUL member* ol 
C“ 
" 
í ’' P ,rt» " 
. 
the tiny band were either dead 
Hf 
« Revolution.rios 
. 
", 
ft 
. 
. 
.■ * 
. were involved in the attack 
captured or fleeing for then h\es 
before searching police and sol- 
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President to Start First Sea Voyage 


diers. 


The 
Army placed the figure at 
30. 
CONSTITUTIONAL guarantees 
. . . . . . 
i 
•. 
have been in suspension since Feb 
At 
east 36 persons, including a 
. 
. 
.. 0 
... 
^ 
. .. . 
. 
IS, but no martia law or forma 
U.S. citizen, were killed and more 
, 
. 
. 
„ 
.. 
, , . 
, 
curfew was imposed on Havana, 
than a score wounded in the at- n w 
. 
. 
¡,. 
. 
á 
. 
. 
. 
. 
. 
. 
M a roUN asked civilians to stay off 
tack 
which reached the 
second .. 
. 
, ^ 
. 
. . / 
. 
floor 
of thr Presidential 
Palace 
'Vfd,,esddy 
n,gh' ,nd 


befiire it was beaten back 
| 
identification of the fir.t few 


AT LEA ST M OF the dead were rebels slain indicated the group 
members of the 100-man Palace comprised mostly university stu- 
Guard. 
Batista, who was in the denis loyal to Dr. Carlos Prio So- 
palace at the time, was unharmed 
carras, former president ousted by 
Four rebels were captured. Five Batista in 1952 and now living in 
were seen escaping. 
I exile in Miami, Fla. 


G E N E R A T O R S — W A T E R & F U E L P U M P S 


B R A K E SH O ES A N D C Y L IN D E R S 


C O M P L E T E L IN E OF IG N IT IO N 


D 
e A 
u it AUTO SUPPLY 
etewrmc n* mew" 
171 North Indian Avenue 
Phone 7121 


WASHINGTON W — President 
Kisenhower. hitherto a dry land 
and blue skies president, sets out 
to sea today in hopes balmy south 9 
ern breezes will waft away his 
winter cold. 
Mr. Kisenhower. in his first voy­ 
age abroad a warship since be­ 
coming president, was scheduled 
to sail 
southward 
tonight 
from 
Norfolk. V a . aboard the guided 
missile cruiser USS Canberra. 


Ills 
EV EN U T A L 
destination, 
after a leisurely, six-day cruise. 


is Bermuda where he will arrive 
on the afteroon of March 20 for 
a four-day meeting with British 
Prime Minister Harold Macmillan 
The President thought first of 
Arizona, then southern Florida, as 
oossiblc rest spots before going 
to the Bermuda conference. 
But 
early this week he 
decided 
an 
mean voyage would offer a bet­ 
ter opportunity for rest and relax­ 
ation. 


FO R C LA SSIFIED ADS 
C ALL 3005 


FAST 
and SAFE 


PERSONAL AIR TRAVEL 


and 


AERIAL AMBULANCE 
ANYWHERE AND ANY TIME 


50 Y EA RS .SAFE. D EPE N D A B LE SER V IC E 


M E M B E R OF NATIONAL A IR TA XIS C O N FEREN C E 
♦ 
FLY THE FINEST 
MAMER-SHRECK 
AIR TRANSPORT 


PALM SPRIN G S AIRPO RT—PHONE; 5M0-NIGHT «-SUM 


FOUR TP^MENDOUS 


Garden Club's • 


Flower Show 


Set for April 6 


Annual Flower Show, sponsored 
by the Palm Springs Garden Club, 
will be staged April « in the show 
rooms of the Kelley Home Furn­ 
ishings 
store 
on 
East 
Ramon 
Road, it was announced today by 
Harry Yesley, club president. 
Featuring exhibits by the club 
members, the show annually at­ 
tracts hundreds of visitors. 
This 
will be the sixth annual event. 
Exhibits run the gamut of flow­ 
er arranging, shrubbery displays, 
old-fashioned bouquets, 
m i n i a - 
t u s e s , 
dry 
arrangements 
and 
many other features. 
Visitors to 
the shows are amazed at the sur­ 
prising variety 
of 
flowers 
and 
shrubs that can be grown in the 
desert homegardens. 
Visitors to the show will play an 
Important role 
in 
choosing 
the 
winning displays. 
At the door as 
they enter they will be handed 
ballots on which they later will 
cast their votes for their favor­ 
ites. 
Tallies of the votes at the 
end of the day will determine the 
winners. 
The flower show is open to the 
public without admission charge. 


Cold Air Wave 


To Bring End 


To East's Spring 


By UN ITED PR ESS 
A resurgence of colder air today 
threatened to end a winter inter­ 
lude of shirtsleeve weather in the 
Midwest. 
The mercury steamed to record 
highs in Chicago and Columbus, 
Ohio, Wednesday as warm, south­ 
erly winds streamed across the 
•astern half of the nation. 


CRAZY. MAN is the word for the Frantics, rated 
Frantics wade through a last-breaking string of 
as the busiest and zaniest. trio jn show business, 
songs, instrumentals and high-styled humor. 
Opening at the Palm House Thursday night, the 


CHICAGO’S P EA K of 70 bested 
the old record for the date by two 
degrees and Columbus registered 
a record high of 74 degrees. 
But a new storm whipping out of 
the central plans is expected to 
chase Hie prelude to spring from 
the Midwest. 
Forecasters said light snow and 
colder weather will overspread the 
northern and central plains and 
push into the upper 
Mississippi 
Valley by nightfall. 


A HEAVY SNOW' warning was 
Issued for northwest Wisconsin to 
night, with a 8 to 8 Inch accumu­ 
lation expecled by Friday morn­ 
ing. 
Scattered showers and thunder­ 
storms are seen for the Ohio Val­ 
ley and the Great Lakes region in 
advance of the cold air mass. 
Showers also are predicted for 
the southern plains and the middle 
and lower Mississippi Valley. 


Majorette Class 
Set Saturdays 


Howard Hadock, city recreation 
superintendent, 
today 
announced 
that a majorette class, sponsored 
by 
the Recreation 
department, 
will he held al the polo Grou­ 
nds 
Baseball 
field 
every 
Sat­ 
urday morning from 10:30 to 11:15 
a.m. for all children up to the 
sixth 
grade. 
These classes will 
teach the children how to march, 
use batons and all fundamentals 
of becoming a majorette. 


Starting at 11:15, a class will be 
held for children of Junior High 
School age 


Eight Students 


Win Awards in 


Bof A Contest 


'The Frantics* Open New 
Show at Palm House Tonight 


Eight Palm Springs High School 
students snared awards 
in the 
first round of the Bank of Ameri 
cas 
statewide 
Achievement 
Awards program for high school 
seniors. 
The 
initial 
awards, 
presented 
for outstanding scholarship, lead 
ership and promise of future serv 
ice to society, pave the way for 
entry in Southern California s re 
gion 
competition 
carrying $22,­ 
100 in cash awards. 
Palm Springs first round 
win­ 
ners 
were Gerald 
R. Greenfield, 
specifically cited for science and 
math: and Margaret Ann Schuler 
liberal arts, who claimed 
gold 
trophies. 


Certificates 
in specific 
fields 
were given to John Simon, mathe­ 
matics; Gerald Greenfield, labo­ 
ratory 'science: 
Roger Williams, 
music; Carol Clapp, art; Janice 
Sakofsky. 
English: 
Margaret 
Schuler, social science: Alan Mil­ 
ler. foreign language*, and Shirley 
Larkin, business. 


Two Enroll At 
Hardin-Simmons 


Two Palm Springs students have 
begun studies as freshman stud­ 
ents at Hardin-Simmons Univer­ 
sity in Abilene. Texas. 
They are Larry Deow. son of 
Mr. and Mrs. Don Tanner. 
575 
Vista Oro; and Phyllis Peeler Tan­ 
ner- daughter 4>f Mr. and Mrs. Cal­ 
vin E . Peeler, of 2007 East An­ 
dreas Road. 


Duck Sale 


OSHKOSH. Wis. (IP — City offi­ 
cials decided that the flock of 
ducks in 
Menominee Park 
had 
grown too large to feed and the 
surplus fowl were offered to the 
public 
at 
$1.25 
each. 
Oshkosh 
bought all .“>4 
surplus 
mallards 
within 20 minutes. 


R E A L EST A T E 


L O A N S 


1ST AND 2ND TRUST D E E D 
LOANS A RRAN GED 
PRO M PTLY 
Any Location — All Type* of 
Real Estate . . . 
• To Consolidate Debts 
• To Improve Property 
• Interim Completion Loans 
• Special attention given to un­ 
usual real estate loan pro­ 
blems 
TRUST D EED S BOUGHT AND 
SOLD - ALSO LAND CON­ 
TRACT EQ U ITIES. 
Loans arranged on trust deeds. 
• 
• 
• 


TRUST D EED INVESTORS: 
Ask about our free Bulletin of 
current Trust Deed Investments 
Higher yields on sound 
investments. 


C O M PLET E TRUST D E E D 
S E R V IC E 
F R E E COLLECTIONS 
* 
• 
• 


C A L IF O R N IA 
C O M M E R C IA L 
C O R P O R A T IO N 


JOHN M. ROONEY. Pres. 
9503 Magnolia Avenie at 
Van Buren, 
Riverside. California 
OVerland 9-1309 — 9-0905 


Shaw Named 
Bek ins Secretary 


Luden 
W 
Shaw, 
of 
Palm 
Springs and Los Angeles, was to­ 
day named secretary of the Bekins 
Van and Storage Company follow­ 
ing election of company officers 
this week. 


Shaw, legal counsel for Bekins. 
has served on Bekins’ board 
of 
directors since 1955. He was form­ 
erly associated with a prominent 
Los Angeles law firm and at one 
time was an attorney in the U. S. 
Treasury Department. 


Billed as one of the zaniest and 
hardest-working teams in 
show 
business, the Frantics — three 
men. two horns and a set of 
drums — open a new floor show 
at the Paira House tonight. 


The 
trio consists 
of Frankie 
Arnolds- who sings bass and beats 
the drums; Herb Brown, lead vo­ 
calist and trumpeteer, and Morly 
Reed, tenor and pianist 
Fresh from a string of rollick­ 
ing engagements on television and 
Ihe nation's nightclub circuits, the 
Frantics feature a fastpaced, ver- 


Five New CHP 


Officers Are 
Now in County 


Five new traffic officers 
were 
this week assigned to the River­ 
side County area by the California 
Highway Patrol, patrol 
officials 
announced today. 
Scheduled for duty at Indio is 
Officer E. E . Sholcr. who recently 
completed a 12-week course at the 
patrol academy in Sacramento. 
Other officers, all assigned 
to 
the Riverside office, are Valentino 
S. Ray, Hubert Davis, D. D. Tan 
ner and J. P. Stewart. 


A University of Michigan study 
indicates that three of four Amer­ 
ican adults have never taken an 
air trip, half have never been 
more than 100 miles by bus. 30 
per cent have never traveled by 
train and 11 per cent have never 
travled more than 100 miles by 
auto. 
, 


satile program of songs, instru­ 
mentals and action-packed come­ 
dy. 
Combining humor with a fast 
beat, the boys whip through such 
items as “ 12th Street Rag” and 
a sketch on "Basin Street ’ to gen­ 
erate a steady barrage of laughs 


Reviewers rate their “ frenetic 
drums,” 
staccato 
piano 
and 
trumpet gymnastics” 
as strictly 
top-drawer showmanship, with the 
emphasis 
on 
polished, entertain­ 
ment. 


S E E 
Earle P. Grace 


Now Associated With 


NICK PASTOR 


IM P O R T E D C A R S 


3451 FIR EST O N E BLVD. 


FOR 
M ER C ED E S BEN Z 
ALPH A ROMEO 
R EN A U LT 
D.K.W. 
EN G LISH FORD 
HILLM AN 


SIMCA 
k 
BORGUARD 
AC 
T RIUM PH TR3 


Phone LOroin 72161 


About 
a tenth 
of the United 
States lumber supply comes from 
national forests, says the National 
Georgraphic Society. Although the 
Forest Service docs no commer­ 
cial logging, it sells standing tim­ 
ber to private mills. 


WANT ADS 
TTTttt=t 
THE MARKET PIACE 
I OF MILLIONS 


NATIONAL 
WANT AD WEEK 


M A R C H 16 T H R O U G H 23 


P H O N E 
5 0 0 5 
THE DESERT SUN 


s s m o c K 


W ith money in the bant, ind adding to it regularly — Ah. sure, you're 


on your way to happy and wonderful times. 
And as green as th e 


Shamrock is your money, a growing and a growing in your own Bank 


Savings A ccount! 


EVERYBODY NEEDS A CASH RESERVE 


WHY NOT OPEN A SAVINGS ACCOUNT AT CITIZENS TODAY? 


«Um W p M * * l 
U m 
Marty's Sample Shop 


178-1*0 So. Indian Av«. 
FREE PARKING 
Phone 5055 


Special Purchase 


Famou’s Brand Name 


K N IT T ED COTTON 


SPORT 


SHIRTS 


Highly Styled 


$7.95 Value 


Famous 
Name 
Brand 


B A T H IN G 


SU IT S 
Values 
to $14.95 
Sale Price 


5 ^ 0 0 


Ladies 100% Wool 
Famous M ake 
JACKETS 


$17.95 Value 
$¿95 


O N E GRO UP 
DRESSES 


$12.95 V A LU E 


FRIDAY - SATURDAY - SUNDAY • MONDAY 
Store Opens 8:30 A. M. 


Ladies’ 
PANTIES 


P a i r ............................ t........ 
L IM IT — 3 Pair to Customer 


Ladies’ Famous Brand 
BRAS 
Name 


$2 95 and $3 95 Values 


$188 


2 for $3 


Short Sleeve 
Blouses 


Cotton and 
Dacron 


Values to 
$4.95 
$]00 


Long and Short Sleeve 
SPORT 
SHIRTS 


Values to $4.95 
$ 2 o o 


Values to $7.95 
$3 °° 


Cottons - W ools - Orion 


Ladies’ Play 
$ 4 0 0 
SHORTS 
1 


Special Purchase 
COTTON 
DRESSES s100 


Ladies’ 
SWEATERS 


Wools - Orlons 
Slipons and 
Cardigans 


Values to $8.95 
One Group $2.00 
One Group $3.00 


O N E GROUP 
DRESSES 


$19.95 V A LU E 


M en's Famous Brands 
Swim Trunks 


Jantzen, Catolina, 
» 
q q 
M acGregor, Balboa $ O o O 


Values to $5.95 
... 


Special Purchase 


Values to $12.95 
SPORT 


Some Washable 


Imported 
Mexican 
Hand 
Painted 
SKIRTS 


$10.95 
Value 
$5 95 


\ 


J t M O R W OM EN installed their officers at a dinner m erlina 
New 
officer», pictured left to right, in front row, are: Em ily William*, 
first vice president: Jo Ann Sale, second vice president: Mary Rat­ 
cliff. president: Joan Winkler, recording secretary: Mary Ann Koeh­ 
ler. corresponding secretary; Jeanne M cntier, parliamentarian. In 


hack, from left. Mrs. Claude Yerkes, senior adnsor; Madeline Cal­ 
ieran!, district historian: Ann Kelly, installing officer, and state re­ 
cording secretary: Jo Thornburg, district president Junior Member­ 
ship: Mrs 
Howard Vencill. coordinator for district Juniors: Millie 
Krueger, vice president-at-large. Area B. (Desert Sun Photo). 


Out-of-Staters 


A t Convention 
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Staying a t< the lame Palm and 


attending the Machine Tool Distri­ 


butors Convention at El Mirador 


are Stanley Berg of Pittsburg, A 
H lleist of Chicago. C B Froth 
Ingham of Chicago and R. B Me- 
Beth of Pittsburg. 
Also vacationing 
at 
the Uine 
Palm are Mr and Mrs. John War 
ren 
of Eugene. Oregon: Mr and «ego. Oregon: Mr. and Mrs. Carl 
Mrs Paul H Sam uels of Chicago Weji) of t-ong lsland 
N 
y 
am) 


Mr 
and Mrs 
Thaxter 
Mr >nd Mr, 
„ 
w . Nord of E v 
two daughters of Eugene, Oregon. 
Mr 
and Mrs 
Earl Utter of Os 
" e t t . Washington. 


Hildy Crawford. Society Editor 
Phone 5005 


Rerent Kumli at the Hotel del 


Coronado from Palm Springs were 


Mrs. Albert Le Ciro. Mrs. Filer 


Le Gro, and Mrs. Rose Powell. 


Swi m W e a r 
Show Draws 


Celebrities 


Many celebrities attended 
the 
Swimwear and 
Sunwear fashion 
show 
presented 
by Mrs 
Noel 
Clark during the weekly brunch 
at the Palm Springs Ranch Club 
on Sunday. 
Among the large, enthusiastic 
audience, enjoying the brunch and 
the 
brilliant 
resort 
creations, 
were Louella Parsons and a party 
of friends including Jimmy 
Mc­ 
Hugh. Mrs. William Perlberg. Mr 
and Mrs Joe Hall. Winsome Court­ 
ney and Rob Taliaferro. 
Also enjoying the brunch show­ 
ing was Mrs 
E. M. (Lis Whit­ 
ney) l.unn. who was accompanied 
by Marsha Dean, Scott Brady and 
Joe Zboran. 
A large party host­ 
ed by Mr. and Mrs 
Franklyn B 
MacCarthy honored Mr and Mrs 
Charles E . Lindeman of the Se­ 
attle Post-Intelligence 
Refreshing and new were 
the 
Scandinavian - inspired 
shades 
which were clear in tone and pure 
in color 
Swim suits featured low 
cut 
backs, 
and 
neckline 
and 
shoulder 
interest 
was 
created 
through 
simulated 
collars 
and 
wide shoulder straps creating a 
definite feminine trend. The suits 
shown were all of California de­ 
sign and will be much in evidence 
on the beaches and beside resort 
swimm ing pools in coming mpnths 
Marilyn 
Donovan 
of Catalina. 
Inc., was narrator 
for the show, 
and Michele Ailor. who also model­ 
ed. assisted Mrs. Clarke in pro­ 
ducing the show. 


Juniors 
Install 


at Dinner 


Club colors of pink and white 


were used in decor-ting for the 


installation dinner of the 
Palm 
Springs 
Junior 
Women's 
Club 
which was held Monday evening 
in the Ranch Club's Corral Room, 
Pink 
and While 
carnations and 
pink candles decorated the dinner 
tables, where a chicken dinner was 
served. 
Junior officers installed were: 
president. Mrs. Ted Ratcliff: first 
vice president. Mrs. Donald Wil­ 
liams: second vice president. Mrs. 
Morris 
DeWitt Sale: 
treasurer. 
Mrs 
William 
Larson; 
recording 
secretary. M iss 
Joan 
Winkler; 
parliamentarian. Mrs W. S. Ment- 
zer; and (^responding secretary. 
Mrs. Jack Koehler. 
Other Chart­ 
er m em bers present were Mary 
Carlin, 
Dorothy 
Anderson 
and 
Bunny Kimberley. 
Installing 
officer 
w as 
Mrs. 
Jsm es 
Kelley. 
California 
Stale 
Recording Secretary for the Jun­ 
ior Federated Women's Clubs. 
Guest speakers for the evening 
were Mrs. Claude Yerkes. senior 
advisor, 
and 
De 
Anza 
District 
historian. Mrs John Gallerini. 
Mrs. Joel Thornburg C 
F 
W 
C De Anza District president. Jr 
Membership presented Mrs. Rat­ 
cliff with a gavel for the cluh 
Mrs. Given Bryant. C. F 
W. C. 
De Anza District President: Mrs 
Howard Vencil, coordinator 
for 
De Anza District Juniors; 
and 
Mrs. George Krueger, vice presi­ 
dent at large, of Area B. 
were 
among other guests 
The president of the newly-form­ 
ed club was also presented 
with 
a President's pin by the m embers. 
New m em bers 
are Mrs. Jean 
l.angdon. 
Mrs 
Rose 
Langdon. 
Mrs. Jayne Thomas, Mrs Patricia 
Wahlberg. Mrs. Joyce Hillstrand. 
and Mrs. Beverly Watf. 
Guests were Mrs. Sally Givens. 
Mrs Barbara Stomer. Mrs. Carol 
Anderson, 
Mrs. 
Paula 
Kouwen- 
hoven, and Mrs. Grace Stormoen 
Committee for decorations were 
Mrs. William Larson. Mrs. W. S. 
Mentzer, Mrs 
Jack Hoehler and 
M iss Joan Winkler. 


Minnesotans 


Return Home 


Dr Peter J. and Mrs. O'Laugh- 
lin of Chaska. Minnesota, left for 
home by plane Tuesday after be­ 
ing at the Desert inn for the past 
1# days. 
While here they were 
visited by Mrs. 0 Laughlin's sis­ 
ter Nora Costigan and her brother 
Dr. Dana Costigan from Los An­ 
geles. 
They were also entertained at 
cocktails and dinner at the home 
of the Bill Rashalls. 


Noted Engineer 


Visits Sister 


SWIM STAB Esther W illiams and her husband 
their new Piper Apache plane, at the Desert Air 
Ben Gage and their two sons, posed in front of 
Hotel, where they spent the weekend. (Lee Wenz- 
. 
lick Photo t. 


Ray 
B 
McMinn, 
well-known 
bridge 
engineer 
from 
Portland, 
Oregon, has been visiting his sis­ 
ter Grace B. McMinn at Skyridge 
Park in Cathedral City. 
McMinn's 
engineering 
career 
has been an interesting one. 
He Goodwin will report on the pro­ 
helped design and was the con -1 cee()s derived from the recent an- 
suiting engineer 
on the famous nuaj fashion-luncheon of the Palm 
Pontoon Bridge which spans Lake i Desert Woman's Club which, with 


Palm Desert 


Woman's Club 


to Hear Ranald 


Mr*. Henry K. Cheescinan, pro­ 


gram chairman of the Palm Des 


ert Woman's CJub, has been for 


túnate enough to secure the fa 


mous Dr. Josef 
Ranald 
as 
the 
speaker for the Club's luncheon 
m eeting to be held at the Shadow 
Mountain Club on 
T h u r s d a y , 
March 21. 
Dr. Ranald. University of Vien 
na. is recognized as 
the 
world 
authority on "How to Know People 
by Their Hands" and will speak 
on that subject. 
A noted foreign 
correspondent and world traveler. 
Dr. Ranald has been consulted by 
a host of famous people, including 
George 
Bernard 
Shaw, 
H. 
G 
W ells. Sir Winston Churchill. Mar 
lene Dietrich and Helen Wills. 
At this- meeting Mrs. Clarence 


Washington in Seattle, considered 
the largest floating structure ever 
built by man 
Various inventions in bridge con­ 
struction have brought him world 
recognition and he has received 
a medal of honor from the De­ 
partment of Commerce. 
He is re­ 
gional supervisor of the 
Bridge 
Department of the Bureau of Pub­ 
lic Roads in the Northwest section. 


Ilouseguest* 
of 
Paul 
Herrick. 
350 Ridge Road, were Judy and 
Eddie MacHarg from Hollywood 
who arrived on the weekend in 
tim e to help Paul celebrate his 
birthday at the Beachcombers. 


an attendance of som e 500, was an 
outstanding success. 
Reservations 
for 
the 
March 
m eeting m ust be m ade by Mon­ 
day, 
March 
18. 
through 
Mrs. 
Jam es 
Easley 
or 
Mrs. 
Walter 
Markley of Palm Desert, or Mrs. 
Otto Emmons of Rancho Mirage. 


Gets Promotion 


Darrell 
Ryno 
of 
420 
Canyon 
Place, has just been unanimously 
appointed 
vice 
president 
and 
treasurer of Arden D airies..R yno. 
who owns La Hacienda here and 
desert 
acreage, 
was 
formerly 
comptroller of the company. 


Shur 'n Beqqorra, Everyone's Invited 
To El Mirador's Biq 5th Annual 


ST. PATRICK’S EVE PARTY 


SATURDAY, MARCH 16 
. 


Again the Soni of Erin and all the adopted sons will reign at this St. 


Patrick's Day paity in the El Mirador Room and sure'n you'll be wearin' 


a bit o' green when you arrive, that is, if you want to kiss the blarney 


stone. The fun you'll have will be like that "Little Bit of Heaven That 


Fell Out of the Sky One Day." 


Verfchamp 


To Appear 


In Indio 


An opportunity for m usic lovers 


to enjoy an 
outstanding 
concert 


has been arranged by the scholar 


ship com m ittee of the Woman's 


Club of Indio. 
Mr. Albert Vert- 


champ, violinist and Miss Mary 
Hoover, 
pianisl. 
will 
present 
a 
Sonata recital. Sunday afternoon. 
March 17, at 3 p.m.. at the club 
house on Miles Avenue and King 
Street. Indio. 
Vertchamp. a brilliant musician 
has played with m ost of the lead 
ing orchestras in the country. He 
was 
concertm asler 
with 
MGM 
Studios for 16 years, and has ap 
peared in n u m e r o u s 
recitals 
throughout Southern California. He 
has made his home in Cathedral 
City for the past 15 years 
Miss Hoover, a graduate of The 
Julliard School of Music of New 
York, has also given many re­ 
citals and has taught 
piano in 
some ol the leading m usic schools 
in the country. 
In m ore recent 
years she was m usic teacher in the 
Palm Springs School system. 
Mrs. Albert Keck, chairman of 
the scholarship com m ittee, is very 
happy to announce this musical 
event and has personally arranged 
for the appearance of these two 
fine artists. 
Mrs. Keck states that 
a tea and social hour will follow 
the concert. 
Mrs. Keck is being 
ably 
assisted 
by 
Mesdames 
C. 
Fred Woolpert. Larry Clause, and 
John Chernus. 
The funds deived from this con­ 
cert will go into a scholarship fund 
to be awarded lo a qualifying stu­ 
dent of the Coachella Valley Un­ 
ion High School 1957 graduating 
class. 
8 
Tickets for this event may be 
purchased in Palm Springs at the 
Palm Springs Music Company. 


Mrs. Jaloff Gives 
Luncheon Party 


Mrs. Charlotte Jaloff entertained 
around 43 at luncheon and cards 
at Chi Chi on Monday afternoon 
Guests were mostly m em bers of 
the 
Women's 
Group 
of 
Uniled 
Jewish Appeal. 
The 
party 
also 
honored Mrs. Jean Bloom, who is 
returning to her home 
in 
New 
York after spending 
the 
winter 
here. 


Canadians 


Are Hosts at 


Dinner Party 


Mr. and Mrs. Fred T. King of 


Lethbridge, Alberta. Canada, who 


are vacationing at the Casitas Del 


Monte, hosted a gay dinner party 
in the beautiful panoramic dining 
room of the hotel in honor of their 
friends from Canada and various 
parts of the United States. 
Among the guests were Mr. and 
Mrs. William W allace, 
Mr. 
and 
Mrs. Walter Reich. Mr. and Mrs. 
Harry Stewart. Mr. and Mrs. Fred 
Goldsmith, 
all 
from 
Lethbridge, 
Alberta, 
Canada. 
From 
Seattle, 
Washington, were Dr. and Mrs. 
Jphn MacKinnon and Mr. and Mrs 
Maundie Desimone, also Mr. and 
Mrs. Ralph E. Dobbs from Kirk­ 
land. Washington, Mr. and Mrs. 
Richard Freem an, of Illinois and 
Mr and Mrs Carl Starila of North 
Riverside. 
Illinois, and Chief of 
Police Bob Bruce and Mrs. Bruce 
from Beaumont. California 
Wallace is president of the Leth­ 
bridge 
Flying 
Club 
and 
King 
and Reich are vice p resid e n ts. 


Miss Ellen 
Hopkins 
from 
thn 
Casa 
de Manana 
in La Jolla, is 
spending 
a few 
days 
in 
Palm 
Springs 
with 
her 
sister 
Mrs. 
George S. McClure and family. 


N O T I C E 


Medical oiyiren pressure 
breathing and all types 
portable equlpmeat 
rental and salea 


W an te d 


Additional distribution 
needed world-wide. 
Visit our research and 
development center 
Palm Springs Airport 


Bird 


Oxyqen 


Phone 9308 
9966 — 8-5885 


cnot-w r B uiley f ir s t...WIDEST BRIM EVERl 


(m u ch o grande) 


AUTHENTIC IRISH ENTERTAINMENT 


FEATURING 


Don Ricardos Orchestra 


Here's another hat with everything that makes 
Bailey U-Rollit* the most popular western 
straws in America year after year Plus the 
new wider 5-inch mucho grande U -R oliit hrim 
that slays p u t... the w*y you want' it. 
Tbugh. imported fiber throughout Durable 
“rawhide ' hrim construction. W aterproof Soil 
resistant A lol of hat for sis bucks 
Colore: Arabian White, B u cktkin Tan. _ 


THE ONLY PLACE TO BUY IT . . . 
R A S M U S S E N ’S W ESTERN W EAR 
Everythifig For The Horse and Rider 


1151 NO RTH IN D IA K Í A VEN U E 
Facing El Mirador Hotel 


Special 
Irish 
Menu 
by Chef Knaak 


Served From 8:00 P.M. — Favors lor Everyona 


The decor of the room with iti harps, the garlands of 


Shamrocks, will be beautiful to behold and. of course, 


there'll be plenty of "harps." some who have and those who 


still long to kiss' the Blarney stone. Sure there'll be a Blar­ 


ney stone to kiss and Irish coffee, too. You'll long remember 


this night. 


TED RATCLIFFE. Resident Manager 


(A LOU BREEZE ORCHESTRA) 


PLA Y IN G YOUR FAVORITE IRISH TUN ES FROM 7 P.M. 


Reservations Phone Maitre d’ 2044 


R IC H A R D V A N D E R VEER. Manager 


r 


Fast Flights 


to 47 citits in tha 
West with 
connections to all 
the world I 


Coll 2709 


o r see your W estern travel agent 


A C A D EM Y AW ARD n o m in ee B ob S ta rk a n d Ins 
v isit lo th e d e s e rt sin c e th e b irth of th e ir b a b y 
w ife R o se m a rie w e re p h o to g ra p h e d lu n ch in g pool- 
d a u g h te r. S tack w as n o m in a te d lo r an A cad em y 
side a t th e R a c q u e t C lub rec e n tly . I t's th e ir firs t 
A w a rd lo r h is w o rk in " W ritte n o n th e W ind. 
i A n d erso n P h o to I. 


(ClatM 
and 
organi/atm m 
are 
m uled te call la ealeadar dales 
ta SMS. I 


M a rc h 14 
N ellie C o ffm an J r 
H igh P a re n t 
G u ild school C a fe te ria . 8 p. m 


M a rc h IS 
E lk s 
L odge 
N o. 
1905. 
8 p m 
C ahuiU a 
S chool 
C a rn iv a l. 
8-10 


p .m . 


M arch 18 
T o a s tm a s te rs 
In sta lla tio n 
d in ­ 
n e r. D el T a h q u itz , 7 p m . 


M a rc h IS 
S o ro p tim lsta. B tltm o re . noon. 
K iw an is. Chi C h i. noon. 
* 
E irs t N ig h ter 
d in n e r, 
H o w ard 
M a n o r * 30 p. m . 


M arch ¡0 
R o ta ry C lub, T e n n is C lub, noon 
R o ta ry A nns. T e n n is C lub, noon 
P . S. O p tim ists, D el T ah q u itz 


noon. 
W e lfa re an d F rie n d ly Aid A ssn . 
H e a lth C e n te r. 3 p m . 
W rite rs ' G uild, 
211 
So 
P alm - 
C an y o n D r , 7:45 p 
m . 
8 


M a rc h 21 
L ions C lub. C hi C hi. noon 


M arch 22 
O E S ta 
sty le 
show 
luncheon, 
C hi C hi. noon. 


D.A.R. Officials 
At Conference 
M rs. A u g u st K. P a u l, R eg en t o( 


C ah u illa C h a p te r D .A .R ., a n d M rs. 


H e rb e rt F o s te r, w ay s a n d m ea n s 
c h a irm a n , 
left 
M onday 
fo r 
San 
F ra n c is c o to a tte n d th e 49th A n­ 
nual 
C o n feren ce 
of 
C alifo rn ia 
S late 
S o ciety. 
D A It . 
w hich 
is 
b eing h e ld in th e S h c ra to n -P a la e e 
H otel. W ith th em is M rs 
H a rry 
B ro tt. P a s t 
R eg en t 
o f 
C ahuilla 
C h a p te r a n d O rg an izin g R eg en t of 
Indian T ra ils C h a p te r a t B arsto w 
T hey w ill re p o rt on th e c o n fer­ 
en ce on M a rc h 21st. w h en C ahuilla 
C h a p te r 
w ill 
hold 
ils 
re g u la r 
m ee tin g a t th e h om e o f M rs. A. K. 
P aul. 


E a sy 
d e sse rt 
. 
. 
. 
co m b in e 
th aw ed 
frozen 
p in ea p p le 
chunks 
and stra w b e rrie s . 
F o r a n e x tra 
touch, s e rv e in fru it c u p s, to p p ed 
w ith s m a ll scoops of lim e sh e rb e t 


Marrian Walters Sparkles 
in New Sophisticated Role 


UPHOLSTERY 
DRAPERIES 
Custom-made Furniture. 
R e c o v e rin g . 
Sectionals Designed to Fit 
Any Space. 
Work Done In Our 
Own Workshop. 
RO BERT E. BLISS 
415 N. Palm Canyon Dr. 
Phone 5887 


B y S H E L B Y W E G N E R 


In 
“ D e a r 
C h a rle s,” 
w h i c h 


o p en ed T u e sd a y n ig h t, th e P la y ­ 


h o u se P la y e r s 
hit 
a 
p a c e 
not 


m a tc h e d in an y 
p ro d u ctio n 
th is 


seaso n . 
A 
sp a rk lin g 
first 
acl 


p lu n g es th e c a st a n d th e au d ien ce 
in to a fa s t 
m oving, 
deliciously 
h u m o ro u s, a n d a m a z in g set of c ir ­ 
c u m s ta n c e s 
ev o lv in g 
a ro u n d 
th e 
fo rm e r lo v es of D elo res, fam o u s 
n o v elist, le c tu re r, a n d d c v a sta tin g - 
ly 
a ttr a c tiv e 
m o th e r 
of 
th re e 
g row n 
c h ild ren . 
It 
is 
F re n ch 
co m ed y at its b est, so p h isticated . 
I c le v e r, ev e n risq u e, b u t done w ith 
ex q u isite fin esse. 
It m o v es a t a 
| ro llick in g clip to an u n ex p ected , 
b u t 
th o ro u g h ly 
sa tis fa c to ry 
e n d ­ 
ing. 
w ith 
th e 
a u d ie n c e lau g h in g 
a n d e n jo y in g it to th e fullest 
M a rria n W alters, stu n n in g w ith 
a s tra w b e rry blonde u p sw ep t h a ir ­ 
do and b e a u tifu l g ow ns, is e v ery 
in ch th e fab u lo u s D elo res, c h a rm ­ 
ing h e r a u d ie n c e a s sh e h a s th e 
m en in h e r life. 
E a c h lim e she 
g a th e rs h e r c h ild ren a t h e r feet to 
m a k e so m e 
s ta rtlin g 
d isclo su re, 
h a v in g to d o w ith a n u m b er of 
th in g s th a t h a v e “ a stg an g e and 
irre stib le fasc in atio n fo r. m e ,” e v ­ 
e ry o n e is. on h is to es to h e a r m o re 
d e ta ils of h e r sh o ck in g p a st o r 
h e r n eb u lo u s fu tu re, 
an d no one 
is e v e r d isap p o in te d ! 
QQQflQ CJ00D0 


BE A GUEST 
A T YOUR OWN 
PA R TY . . . 


NO PA R TY 
TOO SM A LL 
NONE 
TOO LARGE 


We Bring Everything 


We Also Have A . 
Complete Rental 


Service 


PAPPYS CATERING SERVICE 
D esert Farm ers M arket 
Phone 2740 


T im 
O 'C onnor- 
A nn 
W akefield, 


a n d J u s tin C la rk e a re th e ch ild ren 


w ho so a p p re c ia te th e ste rlin g an d 


not so s te rlin g q u a litie s of th e ir 
¡ fa sc in a tin g m o th e r, a n d ea ch one 
! d o es a n e x c e lle n t jo b in th e ro le. 
T h e th re e 
lo v e rs 
w ho 
re tu rn 
fro m h e r p a s t to h elp h e r p re se n t 
d ifficu lties, a re a w idely d iv erse 
trio , a n d e a c h tu rn s in a skillful 
p e rfo rm a n c e . 
S id n ey B reese is a 
p ro p erly p ro p e r, y e t v e ry h u m an 
S ir 
M ic h a e l: J o h n 
C raw fo rd 
a 
te rrific m a d P o lish m u sic ia n , an d 
M ich ael F e r ra ll a su a v e sm ooth- 
talk in g o p e ra to r, 
J o a n O v e rh o lt h a s a n o p p o rtu n ­ 
ity to show re a l c h a ra c te riz a tio n 
a s th e d ev o ted , 
b u t ste rn ly d is­ 
ap p ro v in g 
fa m ily 
s e rv a n t, 
M a r­ 
th a, 
H e r firs t e x it w a s rew a rd e d 
b y sp o n ta n e o u s a p p la u se . 
G eo rg e 
P e m b ro k e 
m a in ta in s 
h is 
p riv i­ 
leg ed p o sitio n 
a s th e c a lm 
an d 
tru s te d old frie n d un til h is th ird 
a c t 
o u tb u rs t o v e r 
b eing 
c a lled 
“ o ld ." 
D ick P o liak a n d B eth W illiam s 
e n te r w ith P h y llis F la x 
a t 
th e 
v e ry 
en d of th e p la y , 
an d it is 
P h y llis, a s th e v e ry e le g a n t M m e 
B o u ch em in , w ho sp rin g s th e s u r ­ 
p rise en d in g . 
If Hie e n tire c a s t w e re not so 
good, o n e could sa y th a t it is M ar 
ría n W a lte r's show , sin c e all th e 
ac tio n re v o lv e s a ro u n d h e r 
and 
h e r p e rfo rm a n c e is so o u tsta n d ­ 
ing. but th e q u a lity of th e e n tire 
p ro d u ctio n m u st be b a sed on te a m 
w ork of a v e ry h igh d e g re e . A ct­ 
ing ta le n t, su p e rio r d ire c tio n , p e r ­ 
fect tim in g , a n d a d elig h tfu l play , 
all a d d u p to s u p e rb an d rela x in g 
e n te rta in m e n t. 
P l a y g o e r s 
will 
h a v e th e o p p o rtu n ity 
to 
d elig h t 
in 
" D e a r C h a rle s " 
a n d h is 
a s ­ 
to u n d in g 
"fam ily ” 
an d " frie n d s" 
e a c h n ig h t at 8 30 th ro u g h S u n ­ 
d ay . M a rc h 17. 
O p en in g on th e follow ing T u e s­ 
day . 
M a rc h 
19. 
w ill h e a n o th e r 
B ro ad w ay c o m ed y su c c e ss. "G o o d ­ 
bye. 
M y F a n c y ." 
S e v e ra l local 
p eo p le w ill be seen in th e v ery 
la rg e e a s t of th is 
H erb 
R o g ers 
p ro d u ctio n a t 
th e P a lm S p rin g s 
P la y h o u se . 


Has Visitors 


M r. a n d M rs. T. F . G riffen of 


j M erced , 
a re sp e n d in g th e w eek 
h e re w ith M rs. 
M ild red Ja c k so n 
a t 811 
M ission R oad. 
T he A 
H 
D an iels o l A rcad ia, 
th e B asil D a n ie ls of L os A ngeles, 
and M rs. L u cille B enn of M in n eap ­ 
olis, a r e h e re v isitin g M rs. J a c k ­ 
son a n d th e W . L . G e ro w s of 420 
C hino D riv e. 


Concert 
Will Offer 
New Opuses 


S ev en A m e ric a n « co m p o se rs w ill 


h e a r th e ir ow n o rc h e s lra l w orks 


p e rfo rm e d 
fo r 
th e 
firs t 
tim e 


M arch 30 a t th e U n iv e rsity of R e d ­ 


lan d s. 


S e le c te d by a c o m m itte e o f F a c ­ 


u lty 
a t th e U n iv e rsity 
o f R e d ­ 
lan d s. 
th e 
c o m p o sitio n s 
in clu d e 
sy m p h o n ic , o v e rtu re an d c o n certo 
w o rk s 
T hey w ill b e g iv en 
r e ­ 
h e a rs e d public p e rfo rm a n c e s 
by 
th e U n iv e rsity - C o m m u n ity S y m ­ 
phony O rc h e s tra o f R e d lan d s su p ­ 
p lem e n te d 
by 
H ollyw ood 
stu d io 
m u sic ia n s. 
D r. W ay n e R . B o h rn ste d t. 
a s ­ 
so c ia te p ro fe sso r o f m u sic a t th e 
U n iv e rsity 
of 
R e d la n d s, 
c o n trib ­ 
u ted a co n c erto fo r th e sy m p o siu m 
w hich is in its seco n d y e a r 
He 
w ill p la y p iano fo r th e w o rk h im ­ 
self. 
C o m p o sers w h o se w ork w a s a c ­ 
ce p te d in clu d e E rn e s t K an itz 
of 
th e U n iv e rsity o f S o u th ern C ali­ 
fo rn ia fac u lty : W illiam G ra n t Still. 
W illiam . S ch m id t a n d F ra n k C a m ­ 
po, all of th e L o s A ngeles 
a re a : 
R o b ert D. O udal of M in n eap o lis 
an d G e o rg e G re e n of L aw re n c e . 
K a n sa s 
T h e U n iv e rsity o f R ed lan d s O r­ 
c h e stra l S y m p o siu m is u n iq u e on 
th e W est C oast a n d is one of 
th e 
few 
in th e 
c o u n try 
on a la rg e 
scale. 


Congenial 


A 
c o n g en ial 
g ro u p 
o f 
F irst 


N ig h te rs g a th e re d a t H otel O asis 


on T u e sd a y n ig h t, a n d w e re re ­ 


w a rd e d With a delicio u s p re -c u r­ 
ta in d in n er. 
L ung ta b le s w e re set 
in th e S un T e tra c e d in in g room , 
w ith yellow d ish e s to m a tc h th e 
su n -to n e 
c h a irs 
C o n so m m e 
and 
s a la d p re c e d e d th e th ick b ro ile d 
s te a k s , 
s e r v e d 
w ith 
c a rro ts 
ju lie n n e, p o tato e s au g ra tín , an d 
hoi 
rolls 
A 
b e a u tifu lly 
s e rv e d 
d in n e r e n d ed w ith co ffee s n d a 
d e le c ta b le c h o co late e tla ir . 
M rs. E . S te w a rt W illiam s 
w as 
th e h o ste ss fo r th is s m a rt a ffa ir, 
a n d sh e w as sm ilin g ly a s sis te d by 
M rs. 
R ic h a rd 
B a g d a s a ria n 
M ra. 
J o h n 
F . 
L u c c a re n i, 
P la y h o u se 
G u ild p re sid e n t, w as also w e lc o m ­ 
in g old frie n d s and n ew c o m ers. 
M rs. H a rry C la tw o rth y a n d h e r 
g u e s ts c a m e e a rly fo r c o c k ta ils 
H e r 
a ttra c tiv e 
g ra n d d a u g h te r, 
M iss Jo a n T a y lo r, w a s in th e p a r ­ 
ty w ith M ra. L illian M u rp h y , th e 
D o c to r 
R o b e rt 
B a c k stro m a. 
and 
fro m S a c ra m e n to . M r. 
an d M rs 
S te v e S w anson an d M r. a n d M rs. 
A lien O lson J r . 
S e v e ra l o th e r 
th e a te r 
p a tro n s 
e n te rta in e d fo r v isitin g m e m b e rs 
of th e ir fam ilie s. 
M r 
an d M rs 
M . B 
M a rc h b ro u g h t th e ir d a u g h ­ 
t e r a n d son-in-law , M r. a n d M rs. 
W a rre n G ilb ert J r . fro m M t. V e r­ 
n o n . W ash in g to n . 
A lso fro m M t. 
V ern o n 
w e re 
th e 
G a r r i s o n 
E v a n s e s 
M r. a n d M ra. M e rtin C. 
W ad e h ad a s one of th e ir g u e sts. 
M rs. W ad e's b ro th e r, F o w le r M al- 
lelt fro m B crk p ley . N o rth ern C a li­ 
fo rn ia w as w ell re p re se n te d a t th e 
E d w a rd J o n e s ’ ta b le b y M r. and 
M rs. A. L an g from P ie d m o n t, an d 
th e Jo h n O liv ers an d M rs. L o u ise 
T a llm a n fro m O ak lan d 
M r. an d M rs. E u g e n e L ove c a m e 
fro m C o ro n ad o to see th e ir ta le n t­ 
e d n iece. M a rria n W alters, in h e r 
s ta r rin g ro le in " D e a r C h a rle s " , 
a n d w e re 
b ro u g h t to d in n e r by 
M rs. W 
M 
W a lte rsk ire h e n , w ho 
is 
v isitin g 
h e r 
d a u g h te r. 
M iss 
W a lte rs. 
T h e next F irs t N ig h ter w ill be 
h e ld a t H o w ard M an o r on M a rc h 
19. p re c e d in g th e opening of th e 
c o m e d y . "G o o d b y e, M y 
F a n c y " 
R e se rv a tio n s m a y h e 
m ad e 
for 
th e d in n er 
by c a llin g th e P la y ­ 
h o u se G uild o ffice, 6478. 


W hen p re p a rin g fo r p a in tin g a 
w all fro m w hich 
w a llp a p e r 
h a s 
b een rem o v ed , b e su re to w ash 
a w a y a n y sizing o r p a ste . W hen 
th e s u rfa c e is d ry . a p p ly a c o a t of 
w all p rim e an d le t d ry o v e rn ig h t 
P a in t c a n be a p p lie d th e n e x t d ay 


A p lain ru g o r one w ith a n u n ­ 
o b tru s iv e p a tte rn h e lp s m a k e 
a 
ro o m seem la rg e r, if th e ru g c o v ­ 
e rs m o st of th e floor. A nd. w hen 
d ra p e rie s m a tc h th e w all c o lo r o r 
a re a little lig h te r sh a d e, th e s a m e 
la r g e r look re su lts. 


G O L D E N N U G G E T B A LL p ro ceed s, a m o u n tin g lo 
)4862 39. a re p re s e n te d by 
M rs. I,ee A nderson, 
v ic e p re s id e n t of th e J im m y M cH ugh C h a rities In c.. 
sp o n so rin g o rg a n iz a tio n , to V irg in ia F a rre ll, p re s i­ 


dent of th e W om en's A u x ilia ry o f D esert H ospital, 
w hile tw o A uxiliary m e m b e rs M rs. I.re F ra n k and 
M rs. G ra c e P o p e, look on. (D e s e rt Sun P h o to ). 


O'Donnell Women 
Plan Tournament 


M rs. F ra n k P u rc e ll a n d h e r com 


m itte e fo r th e O 'D o n n ell W om en s 


Golf T o u rn a m e n t 
w h ich 
w ill 
be 


held 
A pril 
7-8-9-10, 
m a d e 
final 


p lan s fo r th e 
to u rn a m e n t 
w hen 


they h e ld a lu n ch eo n m e e tin g th is 


noon a t th e T e n n is C lub. 
C o m m ilte e m e m b e rs a r e M m es 
B. 
F . 
S h e a re r. 
Jo h n 
H am rick . 
R eu b en F leet. S a m u el G reen field , 
G lenn 
TTiom as. 
C h a se 
G arfield , 
P h ilip W ait. G e o rg e H o w ard . W il­ 
liam P o w ell. N eil J a m is o n . E 
B 
C aulkins, H. K. D a n l, A rth u r B ail­ 
ey, R o b e rt H ope 


Weekend Here 
On Anniversary 


M r 
a n d M rs. A ub E 
B eaum ont 
(he ia g e n e ra l m a n a g e r of P a c ific 
G lass C o m p an y 
In 
I-os A ngeles) 
and th e ir 
g u e sts 
M r. 
an d 
M rs 
Jo h n A n d erso n 
w e re w eek en d in g 
at L a P a z in c e le b ra tio n of th e 
B e a u m o n ts 
19th 
w ed d in g 
anni 
v e rs a ry . 
A lfred F . P a ta n e . o f C a th e d ra l 
City, fa c to ry re p re s e n ta tiv e of P a ­ 
cific G la s s C o m p an y in th e d e se rt 
a re a , jo in e d 
th e m 
fo r 
co ck tails 
S a tu rd a y ev en in g 
M ra. A nd erso n is a fo rm e r p ro ­ 
golfer o f G len A rv in C o u n try Club, 
of T h o m a sv ille . G e o rg ia. 
Complete Hi-Fi 


( 4 
4 I A 
O 
C 
# A m Plifi*r 
Includes: • 3 Speaker System 
E M a 
• Record Changer 


W E F E A T U R E T H E F IN E S T I N H I F I A N D 
« 
S T E R E O P H O N IC SOUND SY ST E M S 


123 N O R TH PA LM CA N Y O N 
F re e P a rk in g a t D e se rt Inn 


u S v t 


Club to Send 
Delegates to 
San Diego 


S o ro p iim ist 
In te rn atio n al 
will 
sen d 
M ildred 
Ja c k so n , 
D orothy 
G roth. an d I.u eille Jo h n so n lo th e 
S p rin g C o n feren ce a t S an D iego 
on A pril 12. 13. a n d 14. 
R ay m o n d 
C ree w a s th e s p e a k e r o f th e d ay 
w hen S o ro p tim ists m et T u esd ay a t 
(he Bill m u re. 
H e to ld a b o u t his 
first trip to th e d e s e rt in 1906, an d 
how a t th a t tim e h e w as know n 
a s an In d ian T ra d e r, b e c au se of 
his little s to re on P a lm C anyon 
A venue. 
H e also to ld of h is w ork 
a t th e 
G o v e rn m e n t 
E x p e rim e n t 
S tatio n in Indio. 
G u e sts 
w e re 
A ngeilne 
W ood. 
R uth B y rn es, an d G eo rg ia Corp- 
oron of W h ittier S o rp iim ist Club. 
C o m m ittees 
a re 
a t 
w ork 
on 
p lan s 
to r 
th e 
E a s te r 
P a ra d e , 
w hich w ill tie h e ld in th e C en ter 
on E a s te r S u nday. 


Seattleites 
End Visit Here 


M r. a n d M ra. L. C. G re e n of Se­ 


a ttle , w ho h a v e b een v ialtin g w ith 


D r. a n d M rs. L . R . C h o q u e tte of 


1524 
V ia 
S a lid a , 
h a v e 
left 
for 


F lo rid a a n d C u b a. 
T hey p lan to 


r e tu rn to P a lm S pringe o n th eir 


w ay h o m e 


O th e r re c e n t v isito rs of th e Cho- 


q u e tte s . 
M rs. 
R o b ert 
S im m o n s 


an d 
d a u g h te r 
C indy 
a n d M rs. 


H a rv e y 
M iller 
h av e re tu rn e d to 


th e ir h o m e In S e a ttle a n d w rlta 


th a t th e y en c o u n te red r a in 
m o st 


of th e w a y n o rth 
D u rin g th e ir a la y h e re th e Se- 
a ltle ite a w ere e n te rta in e d a t 
th e 
B e a c h c o m b e r. E l M irad o r a n d Chi 
C hi a n d a tte n d e d C oronation N ight 
a t S h a d o w M ountain C lub, 
w h ere 
C in d y w a s p riv ileg ed to d ra w th e 
w in n in g tic k e t w hich m a k e a Se­ 
a ttle m a n K ing (o r th e ev en in g . 


LADIES’ WESTERN 


SHIRT SPECIAL 


One Group 
P rin ti. Ginghams 
M adras, Pearl 
Snap Buttons. 
Form Fitted. 
Values to S4.95 


P R IC E S E F F E C T IV E T H R O U G H SU ND A Y 
EVANS of California 
L E A T H E R G O OD S AND W E S T E R N W E A R 
S78 SO U TH PA L M CA NY ON D R IV E 
P IIO N E 77*4 
Pont O ffice S tatio n — In T he N ew T hrift* B uilding 
Shop the T ow n O v er a n d Y ou W on't F in d V alúen to M atch T h is! 
"N u f C o d '—C H A R L IE BR O W N 
OPEN SUNDAYS FROM 10:30 


B efo re b la n k e ts a re w ash ed , p re ­ 
tre a t 
sp o ts b y 
b ru sh in g w ith 
a 
hand b ru sh a n d w a rm w a te r to 
w hich d e te rg e n t h a s b een ad d ed 


FINAL MINK COAT CLEARANCE 
30% to 50% Reductions 


A. I. Lipsey will be here with our entire coat 
collection for 3 days only — Friday, Saturday 
and Sunday, March 15.16 and 17. 


Form erly 
Now 


N atural Ranch Mink Coat __________ ________ 


N atural Pastel Mink Coat ............. 
......... 


N atural Cerulean Sapphire Mink Coat .............. 


N atural Ranch Mink Coat 
.............................. 


N atural Cerulean Sapphire Mink Coat .............. 


N atural A utum n Haze Mink C o a t____________ 


N atural Black Sapphire Ranch Mink C o a t_____ 


S3750 


S39S0 


S4750 


S4750 


S5700 


S5950 


$5500 


N atural B reath o( Spring Cerulean Mink Jacket 
S2950 


N O W C A R R Y IN C A CO M PLETE LIN E OF 


$2450 
$2475 
$3450 
$3300 
$3850 
$3975 
$3300 
$1995 
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First Night 


C A L E N D A R 
Gathering 


ORICINALS BY A. I. LIPSEY . . . 


145 N orth Palm Canyon Drive— At the Entrance of Desert Inn 
Phone 6776 
All p rlc p i pluB 107, fed e ra l la x —fu r p ro d u ct» lab eled to «how c o u n try of o rig in . 
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JEW ELRY BY JO LIE GABOR 
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TOM DANSONS 
TV-RADIOLOGIC 


© TYiewing Tips 


• i M N I O I I h l O F STARR 
----- 
i.|»4-h lU n n j H o * t| 
9 » — D A N N Y T H O M A S - ---------------— 
» W — ri.A % 1 1 0 l.H K 9» _ ---------------» » 
9 3»— T K M N K M U E F K M K 
i i m - v i i i k o t i i k A T K R M* 


m 
w 
» « re m h h m 
^ 
^ 
. 
t r d 
m rw— 
w b i l n f t f m i " » w 4 a 
« *" — 
T _ 


VOu’RE JUST PRETEWOtNS' 
.--•YOU DOWY REALLY 
U RE ME FOR MYSELF 
A LO N E.., '' 


•ALL IVS GOT IS A BUNCH 
OF RAINY WEATHER 
hr FRIEN D S. 
‘ 


Í 
í^ 
A 
S E I j e : 


Save That Extra Vacation Money 


— Buy W hat You Need Through 


the Desert Sun Classified Ads. 


I OS—E d w ard R . M u rro w 
5 .1 5 —L o e sl New a 
%:30—T o m H a rm o n S p o rta Newa 
b 45— F ra n k O oaa R aw * 
b 55— Local 
Nawa 
A 00— B a n d s ta n d 
A IS— Low ell T n o m aa Naw a 
6 30— A m o* n A ndy 
7 00— Bob T ro u t Nawa 
7 05— M a ste r of M elody 
7 SO— B an d a a n d 
7 .4 5 —T u o d a y a n d T h u rs d a y « w a p 
n 8 hop 
9 00— W orld Newa 
8 OS—R o b e rt Q- Lew la 
t so—W orld T o n ig h t 
I SS- M o n d av. 
W rd n e a d a * a n d F rid a y . 
How B e a u tifu l Y ou A ra 
9 00—C o n c e rt H all 
9 30— P ro at W a rn in g 
9 35— B a n d a ta n d 
10 00- W orld, L o cal a n d « p o rta 
Newa 
10 19—B a n d a ta n d 
11 so - T u n a T a b la 
13 00— K n ig h tb e a t 
1 a m — B ig n o ff. 
M ONDAY TBBtT FR ID A Y 
A A. M . T IL 9 F . M. 
A 00— B a n d a ta n d 
A 35 a m . R a n c h W a a th a r a n d N aw a . 
A 30— R o sa ry H our 
A «5 
B a n d s ta n d 
* 
7 00—N ew a a n d B p o rta 
7 10—B a n d a ta n d 
7 30— F ra n k O osa Nawa 
7 45— H a rrv 
B a b b it 
S how 
A WV—B a n d s ta n d 
A 15— D av id V aila Newa 
A 30— P alm « p rin g a T o d ay 
A 45—C o ffee B reak 
9 oh— W endy W a rre n 
9 19—H o w a rd M ille r S h o w 
9 30— H elen 
T r e n t 
9 45—O u r G a l S u n d a y 
10 0 0 —N o ra D ra k e 
10 19— M e P e rk ln a 
10 SO— Y o u n g D r 
M e lo n * 
10 4 5 — R o ad 
o f L ife 
11:00—B ill D ow n* Newa 
II 0 5 —R ig h t to H a p p in e ss 
11 15— S eco n d M rs 
B u rto n 
11 so— S trik e Tt R ich 
1 1 -49 — P a t B u 'tr a m Hhow 
l * oo— W orld a n d Local N ew a 
I t 19—B a n d s ’a n d 
19:86— A rt L ln k ie tte r H o u a a p a rtf 
10 0 — A rth u r O n d fre * 
9 50— P n th A sh to n W o m en ’a Newa 
9 40—R a n d * ta n d 
9 4 0 — W e a th e rm a n Baya 
•* as— H a n d s ta n d 
y on—W o rld N ew s 
y-ft5—O u r T ow n 
9 1 5 — R a n d s 's n d 
« AO—A i«ee W a lk e r 
4 3 0 
R e n d a ts h d 
4 45—Pe*w » B ull Show 
4 55— B uaineaa 
Newa 


K P A L 


tl4S«> *M W A T T » 


g 0 0 -9 00 a. m — B ill J e n k in s 
9 0 0 -N O O N —J im A m eche 
N O O N —3 00 p .m .— R a lp h W a rre n 
3 0 0 -9 00 p. m .— B ill J e n k in s 
a 0 0 -9 00 p 
m —B ill O eb eau 
9 00-13 no p 
m — R a lp h W a rre n 
13 00 -6 00 a 
m —M r 
Im a g in a tio n 
R a lp h W a rre n a n d th e n e w a 
« v a ry h o u r o n .h e h o u r. 


FOR MARTIAN BANK 
ROBBER'* 
I’ve got good news for you Sci 
ence Fiction 
fans 
w ho've 
been 
w ondering w hat happened to your 
favorite hero. 
Captain 
Droodle. 
S pare Bum. 
Cap’t D. is here on 
E arth as a Good Will A m bassador 
and Sales R epresentatives for a 
new B reakfast C ereal called G reen 
Flakes. 
T hey're m ade up on M ars 
by the G lyurdtyox Co. and besides 
containing Whole 
W heat 
P ro m e­ 
thium th ey 're also toasted by Beta 
R ays and shot out of Cyclotron 
Guns. Unlike old-fashioned cereals 
that snap, crackle and pop. G reen 
Flakes em it a low frequency hum 
when you pour cream or m ilk over 
their thousands 
of 
vitam in 
en­ 
riched electrons. 
So hurry ! 
Tell 
your grocer to order G reen F lakes 
in the handy lead container. 
And 
rem em b er the slogan of the G reen 
Flakes Folks—"O ur product is un­ 
touched by M artian T entacles.” 


18. E astern 
E uropean 
20 Indefinite 
article 
21. N o t % 
( p refix) 
22 Gold (8 p ) 
23 M akes up 
28. M ineral roc! 
29 C en 
30 M easure 
fC hin > 
31 S h e riffs 
deputies 
S t. A head 
37. M an's 
nicknam e 
38. C enter 
39. Sounds 
41 B aking 
cham ber 
42 A cclaim 
43. R egions 
44 Reclines 
la rd y 
45 R eptile 
DOW N 
1 S cabbard 
trim m ing 
2 C avitiee 
3 L ittle 
• 
island 


w ord 
22 Old 
T estam ent 
(s b b r ) 


23. A rm y 
officer 
24. R iver 
18. A ) 
25 C om ­ 
pass 
point 
(a b b r.) 
26 Se­ 
sam e 
27 Fab- 
lllous 
h o rse­ 
like 
' 
an im al 
31. F u n d a, 
m en tal 
32. Incites 


aaau amara 
enana nanat’ 
□ornan qoqqü 
a s a n 
a a i - t 
n.-i 
raraa aaa ana 
ohou uaaa 
waaanaatJHTiP) 
a u a n 
a r a n r a 
ama ana oaa 
hq an i atiu.1 
u in a a u a a m a 
auziua nssoci 
auuu uaari 


Aa iw w 


33. Sm all pit 
34. C aprice 
35. M eaning 
40. Sick 
43. Like 


1 
1 
T - * r ~ 
'Ü 


4» r* A T~lO 


" 
VA 


3 


I I 
- 


1# 
* 
■ 


A 
i4 
I' 


,■ 
%%4 


I i 
a x 


i l 
34 
i* 
2tm 
a i 


38 
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¿ 4 
% 
JO 
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PHONE 5005 


CLASSIFIEDS 


THERE OUGHTA BE A LAW 
Fagaly and Shorten 


OSA?. MS' *E UAO MO 
IOC A Í 0 J WEBE 
WAVING COMPAMVf 
JUST HAPPEMEO TO 
B tiM TU C SiEiO-8 0 ? 
W 300 ASO THOUGHT 
we’o o ? o p m fo b 
A QUICK m e l l o : 
OuTOPCOueSE ' 


IP v o u ’ 
cusv- 


TODAY'S 
SPORTS 
PARADE 


R eg U. S. P al. OK. 
By OSCAR FRALEY 
C allad P ram Sports W riter 


NEW YORK IW — From Dal 
las to Corvallis 
the round ball 
bouncars ara in a tournam ent tiz­ 
zy this w eekend w ith frenzied a c ­ 
tion in both the NCAA and NIT 
and 
in 
this 
corner 
the results 
shape up this w ay: 
SMU ovar K ansas: Y ou've got 
to have rocks in your head to pick 
again st 
the 
fabled 
Wilt-tha-Silt 
C ham berlain. 
But 
the 
M ustangs 
ara 
playing in 
th eir own back 
yard in this F rid ay night special 
of the NCAA regionals and Jim 
K rebs could spell the difference 


THE R EM A IND ER of the NCAA 
schedule shapes up this way: 


FRIDAY NIC.HT 
N orth 
C arolina 
over Canlsius: 
The H eeled and feathered 
S yracuse over Lafayette: Cohen. 
Cohen 
gone 
K entucky over P ittsburgh: Rupp 
and read y . 
N otre 
D am e 
over 
Michigan 
S tate: 
Redeem ing those battered 
football fortunes 
St. Louis over Oklahom a City: 
Too little, too late 
• 
San F rancisco over Idaho State: 
W ithout Russell. 
C alifornia over B righam Young 
On N ew ell s coaching. 


SATURDAY NIGHT 
N orth C arolina over Syracuse: 
This is the gam e of the night as 
the Y ankee T ar 
Heels, with 
a 
startin g five from the New York 
m etropolitan area, shoot for their 
SOth straig h t victory in an unde­ 
feated season 
E v ery gam e gets 
tougher as they try to protect that 
winning streak but they have the 
guns to peel the O range 
N otre 
D am e 
over 
Kentucky: 
This is a tough one with the winn­ 
er earn in g the unenviable right to 
m eet N orth C arolina in the M arch 
22 sem i-finals at K ansas City. Con­ 
solation: It s a nice trip. 
Southern 
M ethodist 
over 
St 
L ouis1 
The Billikins are steady 
but if SMU gets past K ansas the 
Im petus should ca rry them on to 
K ansas City. 
C alifornia over San Francisco: 
The only state being absolutely 
dead certain to have a team at 
K itty 's hom e town. 


THE N IT: SATURDAY NIGHT 
U tah over M emphis S tate: The 
Utes hav e the class to win a con­ 
test you'll be able to witness on 
video. 
X avier of Cincinnati over Set on 
Hall: This is the “ sleep er" of the 
tournam ent and could pick up all 
the m arble* even ag ainst idle top- 
•eeded S eattle and Bradley. 
D ayton over St. P eters: P eren­ 
nial runnerup which is a cinch to 
go just about that far. 
Cincinnati over St. Bona venture: 
Even without the pitching. 
Any questions? 
* 


Ray Kelley Wins Class A 
Event, Seniors on Today 


Top Players 


Start 3-Day 


Play Friday 
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Indian Net 
Team Blanks 


Elsinore 9-0 


Continues Climb 


To Third R C L 


Championship 


By LINDSAY NEILSON 
The local village prep netters 
clobbered the once mighty Elsinore 
clan 9-0 yeU erday on the losers' 
courts. 
The Indians are still showing the 
cham pionship 
form 
that 
has 
brought them the crown for the 
two seasons previous. Coach Sea* 
m us Nunan stated that everyone 
played exellently, and also that 
“ our biggest w orry is out of the 
w av." 
A FTER THE GAME the Senior 
racqueteers 
challenged 
the 
un­ 
derclass netm en to a joust to prove 
suprem ecy of the classes. The con­ 
test w as held in T am arisk P ark 
and woe be to the Seniors, they 
lost their shirts to the sw arm s of 
Juniors. 
Sophom ores and F rosh. 
Today the girls’ team , headed by 
Coach 
Moya 
H enderson 
trávels 
also to Elsinore to m eet T iger 
fem inines. The edge should go to 
the P alm Springs lasses. 


THE S C l’MMARY: 


F IR S T 
S IN G L E » 
BiplM r 
'P S » 
Hr? 
L o v r 
<E* 
8-6 
9 -0 SEC O N D S IN G L E S 
H am m o n d * 
'P S * 
d e f 
H u n te r 
* 1 
7.*: 
T H IR D S IN G L E S 
M rr* rl* n d 
1 PS * 
def 
S n id e r 9 1 
6-3 
F O U R T H SIN G L E S 
G rim m 
'P S * 
d e f 
Col# 
<Ei 
4-1 
• - ! : 
FTPTH 
S IN G L E S 
W U lltm i 
<PSi 
d*f 
B u lla rd (E> 6-1. 6-4 
F IR S T D O U B L E S 
R eake# a n d W ater» 
(P8> 
def 
L im ó n w nd R obert» 
(Z> 
6.0. 
6.2 
S E C O N D D O U B L E S -B e c k a n d H a y ­ 
w a rd 
* PS* 
def. 
A b b o t 
a n d C a rv a n te a 
iE> 
6-1. 6-3 


Fetchick Faces 
Top Challengers 
In Repeat Battle 


ST. PETER SB U R G , F la 
IP — 
D efending 
cham pion 
Mike 
F et­ 
chick or Y onkers, N. Y., faced an 
Im pressive array of challengers, 
including his fo rm er tutor, as 182 
of the top golfers in Ihe nation 
teed off today in the $12,500 St. 
P ete rsb u rg Open tournam ent. 
W illi# 
Goggin 
F etch tck 's 
for 
m er te ach er, fired a par 71 Tues­ 
day in the qualifying round to 
gain a spot ag ain st his protege 
O ther previous w inners entered 
In the four-day, 72-hole tourney In­ 
clude Ja c k Burke J r.. K iam esha 
Lake. N Y .: Dutch H arrison. Con­ 
way, A rk , and D r. C ary Middle 
coff M em phis. 
Doug Ford, th# PGA'» leading 
m oney w inner and w inner of the 
$.17.000 Los Angeles Open leads a 
host of other top m oney winners 
entered. 


Webb Rated 


Peer to Fullmer 


Take fs from the m an who w as 
beaten by both. Spider Webb of 
Chicago could oulbox m iddlew eight 
cham pion G ene F ullm er. 
Wilf G reaves of P ittsburgh, who 
lost to 
F ullm er in 
m id-January 
and to W ebb in the Chicago S ta­ 
dium W ednesday night, seized up 
the situation today like this: 
" I think Webb will outbo:: Full 
m er if they e v jr m eet, although 
the cham p is Ihe stronger boy of 
the tw o.’’ 
G reaves’ m anager. Jake Mintz. 
went even farther and railed the 
Chicago puncher “ the best m iddle­ 
weight going at the m om ent.” 
Webb who chalked up his l»th 
straight ring victory in disposing 
of G reaves with a 10-round unani­ 
mous 
decision 
before 
a 
sm all 
crowd of 1.316 and a nation wide 
TV audience, has no im m ediate 
plans. 
"I'd like to fight Fullm er any­ 
tim e and any place, but I suppose 
C arm en Bassilio will get in there 
ahead of m e," said Webb, third- 
ranking w elterw eight. 


HAPPY COUPLE w ere the R ay K elleys of Palm Springs, after he 
captured the Class A Flight of the O 'D onnell Golf Club Invitational 
yesterday w ith a net score of 121 in th e 6-14 handicap class ^ The 
Seniors a re playing today, and the Cham pionship 54-round play 
starts F rid ay . (P artrid g e Photo). 


Hammer Proves Pitching 
Ability Has Solid Basis 


Yale Favored 
CHAPEL HILL. N. C . 
— 
The 
powerful 
Y ale 
U niversity 
swim m ing team- one of the best 
in the nation, is favored to win 
the 34th annual NCAA cham pion­ 
ship* at the U niversity of North 
C arolina M arch 28-30 
About 50 team s, including m ore 
than 300 of the nation s top sw im ­ 
m ing stars, are expected to com ­ 
pete for national honors. 


By UNITED PR ESS * 


G ranny H am ner. the P hiladel­ 
phia Phillies’ converted infielder, 
is determ ined to m ake good as a 
m ajor league pitcher, and his la t­ 
est stint on the mound shouldn't 
hurt his chances one bit. 
H am ner. a star shortstop until 
he injured his left shoulder last 
season, struck 
out 
five 
batters 
and gave up just one hit in three 
innings W ednesday as the Phillies 
defeated the New York Y ankees, 
6-5. in 12 innings. 
R ip R epulski's 
hom er off little Boy Shantz gave 
H am ner his first victory. 


THE PITTSBURGH P i r a t e s , 
leading 
the 
G rapefruit 
League 
with a 5-0 record, pushed over two 
runs in the top of the loth inning 
to eat the Boston Red Sox. 3-1. 
Bill Y irdon's single drove in the 
deciding runs off loser D ave Sis- 
ler 
The 
Brooklyn 
D odgers 
used 
their favorite home run weapon to 
beat the Chicago White Sox and 
star pitcher Billy P ierce. 9 4 Pee- 
wee Reese. Gil Hodges and rookie 
third basem an Dick G ray hit the 
circuit blows to sink the Sox. 


THE CINCINNATI Redlegs. who 
led the m ajors in hom ers last se a ­ 
son. jum ped on M ilw aukee's prize 
rookie pitcher. Juan Pizzaro. for 
an 
11-4 victory. 
Roy M cM illan 


and P e te r W hisenant hit hom ers 
for the braves. 
E lsew here. Gus Zernial and Hal 
Smith h it home runs off H erm 
W ehm rier as the K ansas City Ath 
letics defeated the St. Louis C ar­ 
dinals, 5-4; and Jim Lemon s third 
home run of the spring powered 
the W ashington Senators at a 3 2 
win over the D etroit Tigers. 
C leveland exploded for five runs 
in the fifth to beat the B altim ore 
Orioles. 9-5: and the Chicago Cubs 
tagged $80,000 bonus pitcher Mike 
M cCormick for seven runs in less 
than two innings to beat the New 
Y orl G iants, 9-3. 


Angels Prepare 
For Stars Game 


LOS ANGELES <0*1 — M anager 
Clay B ryant sent th e Los Angeles 
Angels through a h ard workout to 
day in preparation for th e ir exhi­ 
bition gam e Sunday against the 
Hollywood Stars at Anaheim. 
B ryant 
stressed 
fundam entals 
again in the long workout. He said 
"The D odger organization firm ly 
believes in plenty o.‘ work on fun­ 
d am en tals." The 
Brooklyn-owned 
Angeles expect th e bulk of their 
squad from the Vero Beach spring 
training 
cam p 
of 
the 
D odgers 
later. 


Kelley H ai 12 1 


Net Score to 


Edge Sanders 


T hunderbird Country Club's R ay 
K elly tapped out a n eat, tw o-under 
p a r 66 yesterday to package th e 
C lass A cham pionship in the P alm 
S prings Invitational Golf T ourna­ 
m ent . 
A nine-handicapper. Kelly sco r­ 
ed 71-6» for 121 in th e two rounds 
on the O'Donnell course, c a rry ­ 
ing a four-stroke lead over R ed 
S anders of W ilshire who carded 
79-74-153-2»-125, 
and 
Don 
Doud, 
P alm Springs, 74-73-147-22-125. 


AS TIIE O'DONNELL m atches 
reached th e ir final rounds. S tan ­ 
ford's* John Brodie w orm ed t»p to 
l-'ad ofr the 22nd annual P alm 
S prines Invitational 54-hole m en s 
golf cham pionship th a t gets u nder 
w ay Friday. 
A ll-A m erican q uarterback B rodie 
is rated as a good bet to .outpoint 
such 
tie 
cham pions 
as 
San 
F ran cisco 's H arvey W ard. U, S. 
A m ateur cham pion, w ho won la st 
y e a r's tournam ent. 
WARD 
BLASTED 
the 
to u rn a­ 
m ent record Iasi y ea r with a 17- 
under-par 193- notching 65-64-64 for 
th e three rounds 
T he pow erful Southland contin­ 
gent slated for the m eet, which 
ends Sunday, includes Gene A n­ 
d rew s 
and 
Eddie 
M eyerson 
of 
R ancho: 
Biff 
Colm 
and 
F ran k 
H oover, of B akersfield, John D aw ­ 
son, of Thunderbird: and Pom ona 
d entist Dr. Bud Taylor, m any tim e 
w inner. 
TH E MOVIE COLONY'S re p re s­ 
entatives a re Bob Hope Phil H a r­ 
ris, Gordon M acRae and Dick A r­ 
len. 
HANDICAP W INNERS: 


c l a s s 
a e r s t l t s • « u i 
l e w 
gross 
139 
R «v 
K fllv 
'TTi 1 
7 1-M 
141 - G e o 
K a n rlc h 
*Oh*o * 
7 3 ­ 
70 
14* C 
P 
B rdm »n 
(90 ' 
71.76. 
146 
D 
P 
G 'K -e fe iLACC» 
73.75 
149 
B e rt 
F e w cett 
(B n 
C e n tro » , 
"5-74 
C y 
C n r te r 
'W i. 77-77. Col. J . C. M rO eh e* 
fL V i 76-74 
l o w 
N et: R e d B »*)dert 
(W* 
163-78 
176 
D on 
D o w d 
« T a c » . 
147-37 
176: 
D 
P 
O K e e f* 
«LACC». 
146 14V-17* 
B e rt 
P a w c e tt 
'E l 
C * 
149.1*— 131; 
H erb» N elson 
'S e a .» 157-7#— 1*1 
CLASS B R F S IL T S 415.74» 
L ow 
fro»» 
1 5 6 -J 
A 
W »l»tro»n 
<P»s I, 79-77 
161 
A B G ra h a m «F ort • 
81 80 
164- F re d N icholson 
<Be» • 
84-80 
Low n e t: J 
A. W a la tro m 
'P a * 1 
156 
34 
173. 
O ust aw 
H orn 
*HF>. 
171.42 
129. 
A 
B 
G ra h a m 
'P o r t > 
161-30 
131 
R u atv 
G o u ld 
'F o x * 
168-14— 131: 
F re d 
K ln*ley 
lO> 
187.36 -1 3 1 : 
A 
R 
W u e st 
« Aber ». 
169.34 
115. 
I O w e n * 
* P S ’ 
169-34— 135. 
W avna C ollin» <«G>, 
166-32— 136 
T e a m rh a m p io a iltip 
65 
C 
M 
K n o tt- 
B ob K rn a a to n -A 
W L o a b a u g h -T o m MV- 
U u lr* 
65 -O e o rg e L ew ia.L 
R 
M cG eh ee. 
V 
J 
M e a g h e r-Lou 
L et» 
55--C 
E 
F ra n c *-G eorge 
B ralv A 
B 
O ra h a m - 
R en 
C h a n d le r 
«be»i b a ll 
o f fo u ra o m e t. 


Jones, Warren 


Honored by RCL 


Two Indian basketballers sn ared 
second-string 
varsity 
berths 
in 
th e annual R iverside County L e a ­ 
gue Five nom inations 
Coaches in the R iverside C oun­ 
ty 
League 
also gav e 
honorable 
m ention to tw o other P alm Springs 
High School cagers on the varsity 
and Class B ee rosters 
N am ed lo the All-RCL roll w ere 
S am Jones and John W arren 
H onorable mention on varsity w ent 
to C urt R oberts. 
In Class Bee 
Dick M cFarland 
also won honorable mention 


«ANOKA TEVIS. daug h ter of M r. and M rs. W illiam Tevia 
(he is a noted polo p la y e r1, presented trophies to the 
La Jo lla Polo team , w inner of the 10-Goal P acific A rena 


Cham pionships at Shadow M ountain field. M em bers of 
the winning team w ere 
left to right. Bob W intringer, 
Bill Allen and G ale M edlicott. They defeated Red D ia­ 


mond J3-4 in the cham pionship round. A ction in th# 
thrill-packed tournam ent w hich extended over two w eelu 
is also depicled. (W enzlick P h otos1. 


SEE TOP AMATEUR GOLFERS AND TOP 


ENTERTAINMENT STARS IN ACTION 


GOLF AT ITS BEST 


DR. BUD TAYLOR 


HARVIE WARD 


BRUCE McCORMICK 


JOHNNY DAWSON 


JIMMY FRENCH 


BOB HOPE 


PHIL HARRIS 


CORDON MAC RAE 


HOACY CARMICHAEL 


CHARLES FARRELL 


DIRECTORS AND MEMBERS 


EXTEND AN INVITATION TO 


THE PUBLIC 


TO 


GALLERY 
THE 


22nd ANNUAL 
Palm Springs 
Invitational Golf 
Championship 


FRIDAY, SATURDAY AND SUNDAY 


- 
MARCH 15-16-17 


CHAMPIONSHIP EVENT 


54 HOLE MEDAL PLAY 


HANDICAP 0-5 


BOB HOPE 
PHIL HARRIS 
CHARLES EARRELL 
GORDON MAC RAE 
W. A. MONCRIEF 
DR. F. A. PURCELL 
CHARLES E. BECKER 


COMMITTEE 


GEORGE B. ROBERSON H. K. DENT 
ARNOLD RUM WELL 
B F. SHEARER 
REUBEN H. FLEET 
JACK C. ALLGAIER 
NEIL C. JAMISON 
WILLIAM REICH EX 
RALPH SINGER 


GEORGE HOWARD. Professional 


GORDON PRENTICE 
CHAUNCEYNEEDHAM 
FRED C. INGRAM 
MILTON A. HICKS 
J. H. BALLINGER 


LARRY SITTER, Manager 


Proceeds of Refreshment Sales and All Gate Receipts 


To Be Donated To 


PALM SPRINGS YOUTH CENTER 


CO-CHAIRMEN 


MRS. NEWTON HOTCHKISS 
MRS. JOHN WAGONER 


GATE CHAIRMEN 


MRS. JOHN WOOD 
MRS. P. A STALEY 


GALLERY TICKETS Moo 


I Mulife Horn 


By VIRGINIA DAV1# 


LEGAL NOTICE 


Ram on Trailer Pork 


I By I.YLA FLLMBi 
Ramon residents * e rf invited to 
the moat fashionable party of the 
season by Prairie Schooner Trail­ 
er Park After a spirited shuffle 
board game In svhich Ramon was 
soundly beaten, the guests were 
ushered into the clubhouse 
and 
found a beautiful decorated table 
centered in the room 
Centered on the table on a lace 
tablecloth was a candleabra with 
five lighted candles in it and on 
each side a bouquet of flowers 
raised by the gardener of Prairie 
Schooner 


PRESIDING AT THE head of the 
table, behind a silver coffee ser­ 
vice. was Wills Coffee, and at the 
other end of the table were the 
gold appointment, complete with 
china cups and saucers. Lovely 
and gracious Ludye Scluyn. chair­ 
man of the hospitality committee, 
was responsible for the table ap­ 
pointments. 
The guests were seated in a cir­ 
cle around the room, and many 
assistant hostesses carrying trays 
served them. 


BREAKING THE 
CIRCLE of 
chairs was a small table on which 
was a birthday cake. Margaret 
llalpln was celebrating her fktlh 
birthday and at the sume table 
were her daughters. Mrs 
Carol 
Sturdy and Mrs 
Minnie Carruth- 
ers They presented their mother 
with a lovely shawl 
Betty Rell- 
andorf 
had baked the birthday 
cake 
in honor 
of the 
occasion. 
Earl and Virginia Emmons host 
ed the parly, and Chet Coffee 
conducted the singing with Nellie 
Rkiles at the piano 
The serving hostesses were Mrs. 
Zog Kraemer. Carold Sturdy, Rob 
by Abshire. Leona 
Elliott, 
Isla 
Peter, Bernice Bishop and Elis­ 
abeth Parent Serving coffee were 
Darwin and Peg Olsen. 


ENJOYING THE afternoon from 
Ramon Park were Mr. and Mrs. 
George Meredith. Mr. and Mrs 
Ered Gibson. Mr. and Mrs Stan 
McClelland. Mr 
and Mrs 
Phil 
Guglch. Mr. and Mrs Chun Har- 
gift, Mr. and Mrs Harold McKes­ 
son. R. C. Griffith. Ray E. Jones 
Mr and Mrs. Earl Walker. Mrs 
Ly Hull. Mrs Dot Clark 
Also 
Mrs. I-ouiae 
Hays 
Mrs. 
Tina Halsted. Mr. and Mrs llerh 
Adams. Mr. and Mrs Bob Reed 
Mr. end Mrs. Hank Prieater Mr 
and Mrs. Ernie Dutcher, Mr and 
Mrs Ray Prescott. Mrs H E. Cog, 
Mrs. Van Gregory. Mr and Mrs. 
Fish 
Mr 
and Mrs 
H 
R 
Hoyt, 
Alfreds Edmiston and Ellen T rill 


ATTENDING fr*m Prairie Scho­ 
oner were George and Betty Bet 
tandorf. Loftus and Frances Gray 
Harel 
Wiley from 
Wilmington.' 
Joseph and U nora Simes from 
Santa Maria. Herbert and Adele 
Allen 
Herbert and Grace Jones, 
Charles Frost. Ernest and Ada 


Pickering. 
Jam es 
and 
Esther 
Hicks. 
Also Albert end Vera Bow an, 
Conrad and M ane Weber. Clyde 
and 
M argaret 
Burke 
and son. 
Pete, from Saskatchewan, Canada 
Ralph and Amanda Ecton from 
Yucaipa. 
Dr Waller Sturdy of Vancouver. 
B. 
C., organised the shuffleboard 
team from Prairie Schooner, and 
George Meredith was gi charge 
of the Ramon group. Playing for 
Prairie Schooner were 
Bernice 
Bishop. M ane Weber. Ada Pick 
ering 
Edith Hill 
Ralph Rishop. 
Joe Hill. Darwin Olson and Martin 
Kram er 


HOMER 
AND NADINE Scott 
formerly of Centraba Wash . and 
now of Sacramento, are in Palm 
Springs 
enjoying 
the 
sunshine 
Jim and Dora 0 Brien of Los 
Angeles 
formerly 
of 
Resberg 
Iraho. are visiting here 
Lee and Kitty Todd are back 
at Ramon, w here he la recuperal 
Ing from a three month illness 
Ray and C lara Stevens are glad 
to he back m Ramon after being 
in the •‘cool and foggy weather 
of Laguna. 
At a recent Guys and Dolls p ar­ 
ty were Frank and Agnes Miller 
who had as their guests. Herbert 
Stiles from Long Reach and Walt­ 
er Reid from Des Moines. Iowa, 
both 
enjoying 
a 
Palm 
Springs 
visit. 
Mrs Frances Aker arrived last 
Saturday and will be with us the 
"year round"-R -I3 
Mrs Nancy Ames. B 53 mother 
of "Eunice" Beal, Rancho’s office 
gal” returned home and Is re 
covering nicely 
I 
Miss Mary Hope. R 29. P a l m 
Springs 
District 
school 
teacher, 
received her notice to report (or a 
teaching assignment In the Amer 
ican School of Urna, Peru. South 
America. 


M R 
AND MRS. 
RENNAKER, 
R-8. showed color pictures of their 
Canadian and U S 
tour (or the 
Cam era Club members. 
Red Cross Benefit Auction Bo* 
Slipper wilt be held Friday. March 
22. at * o clock. the regular dance 
to follow 
All Trailer Park resi­ 
dent! ara Invited to participate. 


Sahara Park 
• By FLORENCE CLARKEV 
Square dance night at Sahara 
Park 
lor residents snd 
inv itcd 
guasts has been changed 
from 
Monday to Saturday nights. “Hop- 
py" Hopkins will be the caller 
Sahara's Annual Park Shuffle 
hoard Tournament for the Jack 
Conway trophy was won hy Ray 
Clarke. A large and enthusiastic 
crowd attended. Including friends 
from other parka. A player must 
win the Tournament two separate 
years in order to gain permanent 
possession of the trophy. 


THE BILLIE MAYS are enjoy­ 
ing a visit to Phoenix. Aril. 


t 
Mrs 
Kitty Freese accompanied 
Mrs Don Miller to Seattle Wash, 
After a 
couple of weeks visit 
with her two sons, Mrs 
Freese 
will return to her new cabana in 
the heart of Sahara Park 
Mrs. Gracie Davies entertained 
32 of her church circle in her 
Í beautiful new ten wide and cab­ 
ana. 


Mrs Florence Blezard and Mrs. 
Beth Holt took a jaunt to Los 
Angeles and stopped at the Statler 
Hotel 
Mrs. Holt stayed on a few 
days to visit friends 


PALL AND RLTR SULLIVAN 
suned a party of twelve for a 
week s visit in Las Vegas. The 
Sullivans took their trailer along 
! so they could have their dog "Nip ­ 
per" with them. 


Dick and Vera Dickerman 
re­ 
cently returned from an automo­ 
bile trip to Mazatlan. Guadalajara 
and Acapulco. Mexico 
They en­ 
! joyed the tour but were glad to 
get home 
Their garden la in full 
bloom and looks like a picture 
post card. 


Trom vitw Pork 


(By MILDRED WARDI 
Nina 
Williams celebrated her 
9l»t birthday, with the ladies of 
Horizon Park hosting a party for 
; her 
! 
Attending from Traim lew were 
Mary Baldwin. Ruth Childs. Pearl 
Gould 
Goldie and Jack 
Dunn 
, Maude and Walt Nabntir. Mr and 
Mrs 
Strong and Mrs. Guemann 


MRS 
WILLIAMS at 
nne 
time 
lived at Tramview and was and 
is. well known for her experiences 
during the A laska Gold R ush dsys 
Tramview defeated De Luxe In 
an Inter-park tournament match. 
W inners of the Men s Tourna­ 
ment 
for "Shufflers" w ere Joe 
Rogers and Mr. Clements. 


BOB AND DAISY 
Miller 
are 
visiting at their son's home in Los 
Angeles for a few days 
Mrs. Jessie Meneh recently re­ 
turned from a short visit with her 
daughter 
Lea and Faye Gerow spent the 
weekend with their children 
at 
Crestline 


eh**#* 
by 
h i" 
*iibj*et 
«• 
*11 th* 
S ta te an d C»un»# t u n an d all a#aie© 
ns»nta of 
whatao»var 
nam a 
or 
D a tu ra 
w hteh ara 
now or m ay 
b rro m a here, 
a fte r rh a rfa a b ta to or a »lan againa* 
th h e prooartw pure h ated by him 
AH bid* wr offara in lat ba in w riting 
an d ma«- ba left at tn# off if a of DKN. 
TO 
HART 
TAIT1MAN A SIMPUOkl a t ­ 
torney# for aald Baeeutor and a*1*! **' 
ta 'a , 
in th# County 
of Loa Argel## 
IWata of C alifo rn ia or m ay ba delivered 
to 
aatd 
r* a ru tor 
narsonally 
In aaid 
C o u n tt of lo a Anffl##. or may b# filad 
In 
th - o ff lea of tha 
Clark 
of thla 
C oor , at an * tim e afte r tha firat pub­ 
lication of thia notie* of tala an d ba- 
fora m aking aald «ala 
D atad 
M arch 9 lf.47 
t h o m a s s r a v r v i 
a?t Security Building 
I/m y lea ch . 2. C alifornia 
r x jerTTTon of aaid E atatt 
n m n o 
h a r t 
TAT-BMAM 
m 
b t m r b o k 
A ttorneys for oaid ffagcu or 
*14 O rcurtty Building 
Lone BearM 
3 
California 
P u b lith M arch IS 14. 15. 14 
It 
W *1 
23 
13 
3« 
3T 
31 
3b 
and 
1®, 
19*7 


SO. 374 
« • B T i n c A Tr 
o r 
n c T m o t » 
KAMI 
Tha undaralgnad doe* hereby 
certify 
th a t he ta carrvm g o r and conducting 
a n 
autom atic 
plan- 
w atering 
bualnes* 
In 
tha C ounty of Rtver*tde 
B tate 
of 
C alifornia 
under the nam e and atvle of 
PA LM 
SPRTNOS 
W ATBRTNO 
ACR VICE 
a n d th a t hia full nam e and addreaa are 
aa follow* 
WILLIAM J 
KlfTOHT 
700 Wea» Valle» Boulevard 
A lham bra 
C alifornia 
DA TUT * 
February 24 
1957 
A 
WILLIAM J 
KHTOHT 
ST A TO O F CALIFORNIA 
>•m 
CODHTY O F RIYBRSTDF 
> 
On ihla 74i h da*- of February 
1H7. 
before me 
F 
OILLAR BOVD 
JR 
a 
N olarv Public 
in and for a*id County 
an d 
S tate 
personally 
appeared 
WTL. 
LIAM 
I 
KNIOHT 
known to me to be 
th# peraon dearrlbed in and whoae name 
la aubrcrlbed to the a ith ln »na rum rnt 
an d acknowledged th at he aaacuted tha 
asm e 
WITT-wytf* my hand and olfieial oeal 
th a 
day 
an d 
vear in 
thla certificate 
first above w ritten 
S 
P 
O tilar Bovd 
J r 
N otare 
Public in and lor aald County 
an d State 
U r Comm ission F ap'rea July 30, 1157 
Publish M arch 7. 14. 31 and 2N 
1957 


Buying or Selling 


Real Estate 


Use Multiple Listing Service today! 
It saves you weeks of hunting ... you 
get what you want where you wont it. 
It odds nothing to the cost of the 
transaction. 


The Following Realtors are M em bers of 


MULTIPLE LISTIN SERVICE 


OF PALM SPRINGS 


ASSOCIATED REALTORS 
«7 N Palm Canyon Dr. 2734 


BOGGESS INC. 
2971 
Penthouse 31. Th* Plaza 
2533 
CROMMELIN JACQUES B 
I7z N. Palm Canyon Dr. *490 
DAVIS, JOHN C. 
9475 
1171 N. Palm Canyon Dr. 
DESERT REALTY CO 
* 3251 
*15 Broadway. Cathadral City 
DeVORZON, JULES 
¿240 
3*0 N. Palm Canyon Dr. 


DUNLEVIE. ERNEST G 
1107 N. Palm Canyon Dr. 9657 


FOSTER. HERBERT H. 
3555 
559 S. Palm Canyoo Dr. 


FULTON. MURIEL E. 
1225 
125 S. Palm Canyon Dr. 


GANNON REALTY CO. 
X772 
1201 N. Palm Canyon Dr. 


HAM.MUND. J/_MES W 
5371 
175 N Palm Canyon Dr. 


HASKELL, JOHN k CO. 9*3* 
45* N Bclardc Rd. 


REISER. WILLIAM J. 
5685 
154* N Palm Canyon Dr. 


HICKS. HAROLD J. 
9*81 
1345 N. Palm Canyoo Dr. 


HUTTON S REAL ESTATE 5077 
505 N. Palm Canyoo Dr. 


HYDE. CORA B. 
S10I 
29C N. Palm Canyoo Dr. 


JAMES MARTHA 
2751 
44» N. Palm Canyon Dr. 


JOHNSON. GENE 
ITT 
596 S. Indian Ave. 


MILLER. FRANK W 
2929 
42* N. Palm Canyon Dr. 


MUNHOLLAND k CO. 
5043 
1050 N Palm Canyon Dr. 


MURPHY HAROLD E. 
3102 
464 N. Palm Canyoo Dr. 


NELSON AMY 
5154 
2277 N. Palm Canyon Dr. 


NICHOLS. CULVER 
2182 
*61 N. Palm Canyon Dr. 


PALM SPRINGS REALTY CO 
Box *4* 
2973 


PKESS. THERESA 
5282 
611 S. Palm Canyon Dr. 


RANSOM REALTY CORP. 2793 
1542 N. Palm Canyon Dr. 


RAY TERRY 
2064 
771 N. Palm Canyon Ui. 


VENGER LOI IS 
1595 
3775 N. Indian Ave. 
WEINSTEIN. RALPH 
2884 
236¡a S. Palm Canyon Dr. 
WILLIAMS. JOHN 
1311 
423 N Palm Canyon Dr. 
BK1GHT. B1LL\ 
S72J 
382 N. Palm Canyon Dr 


H o i Siren Too 
WALKERTON. Ind HP — Thr 
high school basketball team rode 
home tn an ambulance with the 
siren wailing after winning the 
St. 
Joseph 
County 
tournament. 
The team rode into town on a fire 
truck last veer after winning th* 
tourney, but sub-normal temper­ 
atures vetoed the outdoor ride this 
year And one player did break a 
small bone tn his leg in the final 
game. 


LEGAL NOTICE 


s i r » K i n a r o r r n T o r T n r s t s t f or 
C A t r r o a s i » v o n t i n 
c o c n t t 
o r a i v r a s i n r 


No 
In d io t i l 


n o t n r n r 
i t r s m v r . 
o n 
e r r m o N 
r o a r a o a . v r r o r w a p 


r o T v t r o r r n x n i . r s ? 
w v -rn r.w s 
ll,» k o o o n 
| | C- J. M ATHrW S. Do- 
IMIOl. 


N r m r r 
tb s r n r s r on-r-i Tim 
M A R IO N H 
M A T W ew n h o i M o d horoln 
o P fttlllo n fo r P ro b ftto of ‘ho W ill of thd 
• hovft nom ftd d o co d o n t o n d fo r tootiAneo 
I o f te tlo r o T o iro m o n tA rt 
-ir-fton to sold 
I p o U tto n o r 
r e frro n r# 
to v h l r h 
is oiodo 
fo r 
f u r th o r 
p o r teulor». 
o n d 
t h .* 
loo 
lim o o n d ploco o f h o o r ln t th o onm o noo 
boon «oí 
fo r M n re h 
IS 
1S3T 
At 
SO on 
A 
M 
in thA e o u rlro o m ot D opA r’m rn 
No tV o t OAl* c o 'trt. At th o C o u r t H ouaa 
I m th o C v t o t 
In ttto 
CA ltfom tA 
Dotod M orph t. t£»1 
Cl 
A PBsnnoNAT ClorK 
* j o 
I 
CHRISTIANB*N. 
D rp u tr 
PuhttAh M orrh S • I t I 1J. II, 14, 
IS o n d 
Id 
trs t 


N once o r sAt.r o r er.vt. e s t a t e 
AT PKIVAT* S U B 
NO 
US e 7»'SS 
. 
tv t h e Bi-pntiON co l’BT o r n r* 
STAT* 
o r C A U nonN A TN ANT) TOR 
THE COUNTY O r IOS AtOOrPE» 
tn tho MAtlor of tho EotAto of PE­ 
ONA M 
on.SW -rORD 
NOTICE 
lo 
horoby 
ftvon th a t 
tho 
u n d e rlin e d 
as Executor of th# Fatal# 
of aaid lo#ona M 
Craw ford 
d ff ttw d 
will ##11 a t privat# aal# 
to th# hlfh#*t 
and he«t bidd#r 
upon th# i»rm * 
and 
condition# 
h#r#inaft#r 
m#n«ion#d 
and 
fu b ltft 
to con firm atio n 
hr 
th o aaid 
RiiD#rlor C ourt on M onday th# tat d a r of 
April 1997 
at th a hour of 10 00 o clock 
a m 
or th ere afte r w ithin th# tlm # allow­ 
ed by law at th# office# of DKNIO HAFtT 
TAI BMAB 4¡ AIMFSON 
at 014 *?euri- 
ty Building 
Long Beach 3 
C alifornia, 
all 
th# 
right 
ml#. 
tnU reai 
an d #». 
lat# of th# aaid l* o n a M C raw ford de. 
reaaed 
a t th# tlm # of her dea h and 
all th# rjg h t 
m l# an d int#r##t th a t th# 
>«id r.f a te ha* 
hr operation of law or 
ohrrwtoe. acquir#d o h#r than o r in ad 
dlilon to th a t of said d#cea»ed a t th# 
ttm# of h#r death of 
in and to tho## 
r# rtain lo s. 
piece» or parcel# of land 
situate 
lying and being tn th# C ounty 
of 
RrVBFM D B 
B ial# 
of C alifornia, 
an d m ore p articu larly d#*cnb#d a# fol- 
Iowa» to-w it 
tl) 
All 
th a t 
cw rtain 
r#al 
p roperty 
•itu atad 
in 
Coach*ll* 
Vail## 
C ounty 
W atar 
D tatrlct. 
Fa.m 
Spring* 
Ftr# 
Frot#ction 
O iatrlet. 
Palm Bprtnga Follce Pro ##tlon Dta- 
trlct 
R oad 
D u trtc l 
Improv#*n#n» 
Ho 
19 
Palm Boring# S an itary D it- 
trlct 
Palm B pringa Oem#l#rv 
Dt#. 
trlct 
C ouni# of Riv#r*ide 
At at# of 
C alifornia, 
and 
P artteularly 
d#a. 
cribed aa follows 
Lot 90 of Merit© Vlata T ract 
aa 
ahown 
by 
m ap 
on 
file 
tn 
Book 
13 
Page 
94 of Mapa. 
R i\#ratda 
C oun. 
Record# 
3» 
All 
th a t 
c# rtain 
real 
pr4»pert# 
altuaied In C oachella Valley C ount# 
R a te r 
D U trtcl. 
Palm Spring# 
Fira 
P rotection 
D istrict. 
Palm 
B prm ga 
Poltcs Protection D tatrlct. R oad Dla- 
trtct 
tm p rl\» m # n l 
No 
If. 
Pains 
«pringa 
S an itary 
Dialriel. 
Palm 
Spring# 
C#m#tery 
D u trlet 
C ounty 
of 
RtY#r»tde 
C ount# of Ri’ er»tde 
Atate of C alifornia 
and particu larly 
drisrribed a* follow# 
I/Ha 91 
an d 93 of M erro Vta*a 
T ract 
a» thow n by m an on fila 
tn 
Book 
13 
Page 94 
of 
M aps. 
Btv#r¡v:de 
C ount# 
Record* 
fj» 
C ertificate No 
353 for 14 share# 
of W H rrrW A TK R MUTUAL w i t - 
m COMPAÑA* Rtock «Palm Spring». 
California* ap p u rte n an t to aatd l» rs 
•0 91 and 93 of M erlto Vlata T ra c k 
Tha 
*#rmi 
and 
ro n d l’ton* 
of 
sale 
Ca#h in 
law ful m oney of th# U nited 
Atat## 
ten per eeot 
of th# purchase 
mon#v ♦© be paid at th# tim# of 
»h* 
•a> 
balance on confirm ation of aal#. 
or as m iv b# co n tracted for 
The pureha#*r la to iM « m i th # pay 
■tent of 
an d ta k e v>e property p«r- 


NO 
?at 
n o tic f o r *Air ov rx r .c t'T io N 
RF 41. PBtlPF ATT 
OFRALD FLOYD RL'FTFR. > 
• 
P lain tiff 
' 
## 
> 
JA T A 
OAILFY 
IV fendant 
* 
CONST ARIF A A4T.F, 
U*fPFR AND BY VfRTUF of • W rit 
of F te c itio n ia#ued ©sit of the J u a 're # 
C ourt 
PALM SPRINOA Tr.fDICfAL DIS­ 
T R IC T of th# C ount# Of B1ver*1de «late 
of C alifornia 
da'ec! th# 19th dav 
of 
J u re 
A 
D 
1*44 tn the above entitled 
action 
-an d directed to th# Con*t#hle 
of Palm B prtn ra Judicial DU rlet C oun­ 
ty 
of R iverside 
St#t# 
of 
C alifo rn ia1 
Where n tho above nam ed plaintiff 
oh 
tatn ed 
a 
ludgetnent 
against 
JAY 
A 
O A fljn* 
’he 
ab o -e nam ed defendant 
on th# 19th d## of June 
1957 for 
th# 
sum of Two H undr#d N1n#'##n and 30 100 
• 111*90* dollar# 
and coal* and coun­ 
sel fee* am ounting to One hundred a e r­ 
en and 7* ifW dollar#. I h a 1# this day 
a 'ta rh e d and levied upon all Ih# right 
title 
and 
In terest 
and 
#*tate 
of 
the 
■ bovr nam ed defendant JAY B OAILFY 
In and to th e following de*erlbed real 
p ro p e rf” situ a te 
Ivlng and being In the 
C lt# of F alm Spring* In the County of 
R iverside 
S U 'r 
of 
C alifornia 
and 
m ore p articu larly d#»erlb#d aa follows 
to-w it 
<407 C A tJ.F PAf/> FTFRRns 
T h a t portion of to t II In B ecfon 
33 
T4A. R4F 
SBBM 
a* *ho# n by 
m ap of F alm Vail## Colonv Land*, 
on file In Book 14 page 04? of Map#, 
record* of Ban Diego County Calif 
p articu larly 
described 
a* 
follow# 
Com m encing 
a t 
a 
point 
on 
th a 
Bou*h line of Lot 131 of Vlata S a n ­ 
to Rons a t BhRwn by m ap In III* 
In Book 15 
Pag# 47 of Map# 
Rec 
orda of R lveralde Coun y. C alif 
30 
feet 
W esterl# 
from 
th e 
Southeast 
corner of eaid lot 
131 thenc# South 
no 
30' 
We* . 
43 
feet to the trua 
point 
of 
beginning, 
thence 
south 
* • “ 41* W est 100 feet 
Thence North 
0o 30' 
Ka*t 
1.4 ffft 
thence East 
parallel w ith th# Southerly Une of 
lots 11» 
l i t 
of said Vlata lh»nta 
R osa 
100' 'h en ce Bouth Oo W#»t to 
th# point of beginning and record­ 
ed Book 3034 Page 300. 
PUBLIC 
NOTICE 
Is 
Hereb# 
Olven 
th a t I will on th# 33nd day of M arch 
A D 
1*37. a t 10 00 o elock 
A 
M 
of 
aaid day. f will sell all tha right, title 
claim and m erest of said Jay B 
Oat- 
ley or eith er of them in and to th# 
above described property, or »o m uch 
thereof as m ay be necessary to satisfy 
p lain tiff's claim , besidea all coats, in te r­ 
ests and accruing eoak 
The tale will 
ake placa at The C o n ­ 
stable * Office 
Palm Springs 
C alifornia 
a t public auction 
for law ful m oney to 
th# highest an d best bidder 
D ated F e b ru a r’1 36 
A 
D 1*47 
HOWARD f 
FOE 
Constable 
of 
Palm 
Spring# 
Judicial 
Dlwtrlet 
Publish Feb 34 and M ar 7. 14 11. 1*57 


N<> CERTIFICATE 
OE 
FICTITIOUS 
NAME 
T h e undersigned does hereby certify 
th a t he u carry in g on and conducting 
a bridge club and bridge 
card playing 
In th e C ountv of Rlveralde 
R a e 
of 
C alifornia u nder th e nam e andI styla of 
PALM APRINOS BRIDGE CLUB 
an d 
th at 
hla 
full nam a an d addraas 
a r t a» follow» 
BENJAMIN VOflES 
170 E ast Tahqu'te D rlr# 
Palm 
Bprmga 
C alifornia 
D4TED 
Pehruarv 74 
1957. 
* 
A BENJAMIN MOSER 
STATE OF CALIFORNIA 
' 
• as 
COUNTY OF RTVKRSrDF 
' 
On thia 30th day of February. 1*57 
befor# me 
E 
OILLAR BOYD 
JR 
» 
No ar# Public in and for «aid County 
and 
S tate 
pwraonally 
appeared 
BEN­ 
JAM IN 
MOSER 
known 
to 
m# to 
be 
th# 
peraon 
described 
1n 
and 
whose 
n am a 1* subscribed to th e w ithin 
In ­ 
stru m en t. 
and 
a-knowledgad 
th a t 
he 
eie cu ted th e same 
WTTNEBA my hand and official seal 
th e 
dav 
and 
vear tn thla certificate 
f t m above w rit #n 
S r OILLAR BOYTJ 
fr 
N otarv 
Public 
in and for aatd C ounty 
and S tat# 
M# Commi*-#lon Bipir#» 
July 10 
1*57 
Publish M arch 7. 14. 31 an d 3* 
1*57 


NO. 35* 
ARNOLD RUM W ELL Attornay 
for tha P lain tiff 
Address 
131 8 Palm C anyon Dr 
Palm Snrlng# 
Tel 
'J02* 
IN THF S irP B IO R (3H 6 I OE THE 
ST 4 TF OE 0 4 II F 0 B M 4 IK 
4KO FOB 
THF COUNTY OF RfA FRblDE 
i o n * M A R IE R U F F P la in tlíf » 
FRANKLIN R 
RUFF. 
n 
> 
TRANKLTN R 
RUFF. 
D efendant 
) 
NO. INDIO 117» 
4LNM ON4 
T U S 
PB O PIF 
OF THE «TATO 
OE 
CALIFORNIA A ENT* GREETING TO. 
FRANKLIN H RUFF D efendant 
Yon 
are d irected 
to appear 
in an 
actio n brought ag ain st you by tha abo4# 
nam ed p lain tiff in tha Superior C ourt 
of th# S tate of C alifornia, in and for 
tha C ounty of R uerside. and to answ er 
the com plaint th erein w ithin t#n days 
afte r 
th a aarvic# 
c« * w 
#1 this Bum 
mona. 
If servad w ithin 
th e 
C ounty 
of 
Ri\ ereida. 
or 
w ithin 
ih lrt# 
days 
if 
•e n # d 
elsew here, 
aacept 
th at 
If 
the 
action I» ag ain st th e « tale pursuant to 
Section 73* .\ of th e Coda of Civil Fro 
eedure 
w ithin 1*0 days. 
And you are herebv notified th at u n ­ 
less vou appear an d answ er as above re ­ 
quired 
the aaid 
Plaintiff 
will take 
udgm ent 
for 
an y 
money or 
damage# 
dem anded in th e Com plaint 
as arising 
unon co n tract or will apply to thw C ourt 
for an y o thar relief dem anded In 
th# 
C om plaint 
O iven under m y h and and seal of the 
S uperior C ourt of th a C ounty of River- 
-idr 
S tate of C alifornia, th is f th day 
of November 
1*50 
O 
A 
PEQUBONAT 
C ounty Clerk 
of th# S uperior Court 
of 
the 
S tate of C alifornia 
in and for 
tha C o u n tv Of Riverside 
By O 
L 
CHRISTIANSEN 
D epu'v 
ARAL* 
APPEARANCE 
A defendant appears 
In an action w hen h# answ era 
dem urs 
gn ea the p lain tiff w ritten node# of 
appearance 
or when 
an 
attorney 
gives notice of 
appearanew for him " 
Toe 1014. C C P • 
Answer* or dem u rrers m ust bo tn w rit - 
ing 
tn form p u rsu an t to rule of court 
arro m p a pied w ith the nace»»*rv fee and 
M ed w ith th a C W t 
«OM M OM 
Publish p#b 31 
7* end M ar 7. 14. It 
14 a r d Apr 1 11 1*57 


Classified 
. . . Ads. . . 


Published 
evenings 
Tuesday 
through 
S atu rd ay s except legal holidays a n d M on­ 
da ye 
«hen 
a 
legal 
holiday 
falls oo 
Tuesday. 
P H O N E 5005 
Box 190. Palm Springs, Calii. 
- RATES - 
•NO ABBREVIATIONS) 
Minimum Ad — 2 Linen 


Couni 24 Leticrs and Space* 
to a Une. 


One 
Three 
Five 
Time 
Time* 
Times 


s 
Ur.*» 
1.8® 
3.60 
4.HO 
4 
Line* 
2.40 
4.HO 
«.40 
4 
Line* 
3 00 
6 00 
8.C0 
( 
Line* 
3.00 
7.20 
9.60 
7 
Line* 
4.20 
8 40 
11.29 
8 
Line* 
4.80 
9.66 
12 JO 
9 
Lines 
4.40 
16.80 
14.40 
(• 
Line* 
6.00 
12.00 
16.00 


Servica M ite. 
15 Halp W an tad 


SLIPCOVERS 
D. FISHMAN 
PHONE 8-4094 
MADE TO ORDER 


MONEY TIGHT in youi houwhold 
For extra cash, sell unneed rd 
items via Classified. 5005 i* the 
number. 


PAPER HANGING 
QUALITY workmanship 
Results 
Guaranteed. Phone Palm Desert 
76-3131 


BILL THE HANDY MAN 
COMPLETE home repair service. 
Licensed and insured. Remodel­ 
ing our specially. Ph 8-6605. 


27 Bus. Opportunities 
2 9 


COSTUMES for all occasions ready 
made, to -order and 
to 
rent. 
HOUSE OF DUANE 
54* GROVE 
Ph. 8-3544 


pJl'ST DIAL 5005 for information 
and assistance in placing an ac­ 
tion-getting Classified ad. 


Situations W anted 
25 


DtarowRt at t«c per Hu# per lim a 
Allowable o s ab o rt for rath 
'Exam ple 
» Line* 4 Tim## 
Equal# 3* U a t t - R N D lw e u ill 
f 
In # D tsert S un r««#r\es th e rigb: 
to «dit and classify *11 copy. 
0 
All td v ertialn g copy la accepted tub 
;rc t to th a approval or r#Jeciioo of 
th# m anagem er.k 
B 
T hia new spaper cannot be feaponalbla 
fo r mora th a n ona incorreet inaer- 
tion. Pl#a.*.« n otify ua prom ptly of 
•n y error tn y our ad. 
# 
DEADLINES—fo r new copy o r e*n 
relation# 
11 00 a m. p rtv io u a to day of publi 
c*t ion 
0 
Ada ordered for m ora th an on# ttm# 
m uat run in 
conaacutivo isaues * 
• a r n Above' re te s 
othtrw ia# 
single 
Insertion ret# 
will be cnergwd for 
•ec h time run. 
0 
Address all com m unirwt Iona *o 
Th# 
D oarrt 
Bun. 
P.O. 
Bo« 
1*0. 
Palm 


Lost and Found 
10 


LOST, black and while coach dog 
Female. Answers to 
name 
of 
FRECKLES. 
LARGE REWARD 
Ph Desert Hot Springs 4-2749 or 
4-2742 


BIG black and w hite cat. lost down 
town. Reward. Phone 7177 be­ 
tween 9—10 a m. 


Personals 
1 2 


WORRIED 
Consult Mrs. Aldridge well-known 
palm ist and psychic fortune tell­ 
er. 
Tells your past, present and future. 
Advises on all matters. Speaks 
several diflerent languages. 
Open Daily and Sundays 9 a m 
to 12 midnight. Cater to parties 
Special SI. readings 
CABAZ0N. PHONE ViCTOR 9-3820 


PALM SPRINGS 
BRIDGE CLUB 
OPPOSITE DESERT MUSEUM 
Open lo the Public 
170 TAHQUITZ DR. - PH 
.5013 


ALCOHOLICS ANONYMOUS 
Meetings Wednesday at 8 30 — 
St Therisa's Kindergarten Room 
Friday 8:30 St. Paul's Episcopal 
Church Parish House. 
PHONE 2701 UNTIL 9 P.M. 


CAN TAKE 3 riders from Banning 
to Palm Springs. 5 days a week 
working hours 
8 to 5. 
Phone 
Victor 9-3898 after 6 


AVON PRODUCTS 
Terrific Specials Next 3 Weeks 
PHONE 6964 EVENINGS 


Professional Serv. 
13 


Glacier Park Hotels 
INVITING inquiries for seasonal 
employment in Glacier Park for 
managers, 
as.-i-dant 
managers, 
room clerks, 
social 
hostesses, 
dining 
room 
hostesses, 
bar­ 
tenders. chefs, and laundry man­ 
agers. 
Address Glacier 
Park. 
Company, 
218 Great 
Northern 
Building. St Paul I. Minnesota. 


BOYS 
EARN Y O U R O W N 
M O N E Y 


Boys 10 to 12 Years of Age 
TO SELL 
TH E D AILY 
DESERT SU N 
O N THE STREET 


Good Pgifits, Prizes and Benefits 


Good Corners Still Available 
Apply 
The Daily 
DESERT SU N 


CIRCULATION OFFICE 


FULL charge Bookkeeper 
young 
lady seeks position with com- 
merical or hotel, willing and ca­ 
pable, experienced, local refer­ 
ences. seasonal or yearly. 
Desert Sun. Box 190, File M-l 


A R E Y O U 
Reqis+ered With Us? 


No Fees for Jobs 


CALL IN PERSON 


! Houseman 
Porter 
Clerical 
Waitresses 
Maids 
Pantryman 
Bus Boys 
Dishwashers 


Palm Springs 


Employers Association 


2 14 N. Indian Avenue 


PLUMBING OR ELECTRIC SHOP 
or" Corner building 14’ x 24' plu* 
rest room. 7-car parking space. 
Center of Cathedral City. 1100 
month. 


BARBER SHOP — redecorated. 2 
chair capacity. Central location, 
nicest shop in area 
Also good 
fur 2 chair beauty shop, jewelry 
shop, cam era or loan shop or? 
PH 83251 or see owner 
Desert 
Realty Co - 68-615 Broadway. 
Cathedral City. 


QUICK Sale of Airport Cafe. Palm 
Springs, or sale of all equipment 
and some stock Must be sold by 
April 15th 
Make offer for Cafe 
or Equipment. Due to illnes*. 
will sell at sacrifice. Owner H. 
Wildegans. P.O. Box 516, Palm 
Springs. 


WANT PARTNER FOR 
LOCAL CABINET SHOP 
FULLY EQUIPPED - Ph. 647S 


Lois & Acreage 
33 


SALES and General Manager ef­ 
ficient. 
Interested 
in 
position 
with future in Palm Springs. Ex­ 
cellent references 
Write 
Sun 
Box 190, File 1. 8 or Phone col­ 
lect L A. CR 10726 after 6 p.m 


YOUNG 
couple, 
experienced 
In 
large motel management 
Wish 
lo settle permanently in Palm 
Springs Capable ot full respon­ 
sibility. Rest nf references Write 
Desert Sun. Box 190, File M-3 


WIDOWER 40 with management 
background wishes position man­ 
aging Motel or will Lease or Buy 
if term s are right Hard worker 
Ernest H. Holtorf. 3380 North 
t,ees Ave , Long Beach. Calif 


Painters Always Available 
PAINTERS 8i CONTRACTORS 
Hour or Contract 
Ph. 2905 
NATIONAL PAINT STORE 


NURSE, experienced, reliable, will 
care for elderly or convalescent. 
Write Mrs. L. Scorvo, 3035 North 
Willard. South San Gabriel. 


RECEPTIONIST or Secretary. In­ 
terested permanent position. Ex­ 
cellent references Write Desert 
Sun, Box 190, File L-8. 


EVENING SITTER or Companion 
to .child or adult. Form er teach 
er. Own car. Phone 3373 


P A I N T I N G , decorating, paper 
hanging. Very r e a s o n a b l e . 
Free estimates. Ph. 5*50. 2341 


DAY work wanted, baby sitting 
nights References. 
PHONE 4721 after 7 p.m. 


MATURE. 
intelligent 
licensed 
nurse Prefer private duty. Free 
to travel. Phone 2505. 


INCO M E TAX 
RETURNS PREPARED 
Notary-PubhcStenographer 
JAMES J. CAMPBELL. 
Realty 
205 S. INDIAN 
PH. 2320 
Free Hear Parking 


INCO M E TAX 
NATIONAL BUSINESS SERVICE 
Suite 7 — 174 N. Palm Canyon 
Ph. 7330 days 
7.569 evenings 


Announcem ents 
14 


NEWEST Books' Modern C ards' 
Typewriters and supplies. 
DESERT BOOK SHOP 
443 N. Palm Canyon 
Ph. 5208 


Service M isc. 
15 


Mimeographing 


PRI.NTLNG 
Business 
Cards. 
Announcements 
Rubber Stamps. 
VONA GOFF 
66-570 Carey Rd , Phone 8 4474 


ALERT middle age lady, free to 
travel good driver Job as com­ 
panion. 
Phone 8-5905 


Help W anted 
27 


SALARY OPEN 
LIVING QUARTERS 
TRAILER park manager and wife 
to manage large 
local 
trailer 
park Must be qualified Ph. 2984 


BARBER 
FOR C A T A L IN A 
FOR SEASON. EXCELLENT JOB 
P O 
Box 32. Avalon. California 


WANTED 
ALL around maintenance man— 
Must know electric and plumb­ 
ing. Good Salary. Year Around 
Job 
Phone 2803 


DESERT 
EMPLOYMENT AGENCY 


Night Auditor 
*330 
General Oflice girl 
160.wk. 
Maid and Maintenance 
$350 
Domestic Cook 
................... 
*250 
Hotel Maid .................. P AB *125 
P. B X. Operator ........... 
*250 
Children Nurse ............. R&R *175 
Counter G i r l 
SI 
hr 
Drapery Woman ........... *125 hr. 
Cook 
....................................... *200 
Accountant — Steno ............. *350 
Hotel Maid 
.............................. *175 
Cook Housekeeper 
R k B *200 
Hotel Maids and Waitresses 


LUCILLE GARLAND 
208 N. Indian Ave. 
Ph. 2364 


PALM SPRINGS 


OASIS 


PALM CANYON—4‘4 M les North 
60 X 120 -Lots — $1500 
ALL utilities «natural gas, ught. 
water, paved streets, natural TV 
reception*. 
SPECIAL DEAL FOR BUILDERS 
BUY NOW - BUY SEVERAL 
FOR INVESTMENT 
NEVER AGAIN SUCH VALUES!! 
Directions—Drive north on Palm 
Canyon 4 'j miles tn sheltered 
cove with majestic San Jacinto 
in background. SEE THE SEV­ 
EN DELUXE MODEL HOMES 
-V E R Y DIFFERENT!I 
OWNERS 
HOME WAY DEVELOPMENT CO. 
Mr 
Bcrkhout on property—P S. 
9310 Or Call L. A. Stanley. 72293 
Sherman Oaks, California 


AUTOMOBILE 
SALESMAN 


EXPERIENCED 


EXCELLENT OPPORTUNITY 
FOR THE RIGHT MAN 
SEE JACK DAVIS 
BEN C O W A N 
FORD 
66-359 HIGHWAY 111 
PHONE 2272 


WANTED 
T W O M E C H A N IC S 


CHEVROLET Experience Prefer­ 
red, good 
working 
conditions, 
group insurance and laundry. 
SEE NELS HERNEY 
Stack's Chevrolet 
330 SUNNY DUNES ROAD 


WAITRESS 


FOR high 
quality coffee Shop 
Excellent tips. Meals and uni­ 
forms furnished. Day. evening 
or part time. 
Millón F. Kreis 
101 S. Palm Canyon Drive 


5 ACRES 
With Hot Well 


AMPLE 175 
deKr«« 
hot 
water. 
Think nf the possibilities! Only 
one block 
from paved 
hiway. 
Electricity. 
Complete 
pressure 
tank system $13,000—$4000 down 
Clark Realty & 
Insurance Agency 
REALTORS 
C. E 
McCORMICK ASSOCIATE 
NEW LOCATION 
68-657 BROADWAY 
CATHEDRAL CITY 


20 ACRE COVE 
SOUTH HIGHWAY 111 
FOR Industry. Trailer Park. Re­ 
sort. or own your own apartm ent 
This easily leveled property lies 
just far enough off highway to 
avoid noise and is the only such 
property available for miles. In 
area now being annexed to dfy. 
Price *125,000 on easy term s or 
long term lease. See owner. 
T. J. SESSIONS at SAMARA PARK 
Courtesy to Brokers 


Loeda and George Hageman's 


EMPLOYMENT 
SERVICE AGENCY 
Don t Come in tomorrow! 
For a job you need today! 


135 E. Andreas Rd. 
Ph. 2536 


POLICE AND FIREM EN -Clty of 
Palm Springs will hold competi­ 
tive tests March 29-30 
Salary 
*371-438. Max. aga 
35. 
Police 
minimum height 5 'f . weight 160 
Retirement: good fringe benefits 
Apply 
Personnel 
City 
Hall. 
Palm Springs, before March 25, 


INTELLIGENT 
girls 
willing 
to 
learn new profession in photo­ 
graphy business. Outdoor work. 
4 lo 5 hours daily. Phone 5764 
for appointment. 


JOH N BAZZONI 
CUSTOM CABINETS AND 
FURNITURE MADE TO ORDER 
ALSO REPAIR WORK 
531 Industrial PI 
Ph 7878 


COUPLE wanted to manage mo- 
t"l in Gila Bend. Experienced, 
ability 
and 
good 
references 
necessary. Year around. Salary 
open. Box 2% Gila Bend. Ariz. 


Cabinets — Furniture 
REPA IRIN G 
SPARGURS WOODWORK. 
INC. 
566 Oleander Road—Phone 9558 


H A N D Y M A N 
REPAIRS OF ALL KINDS 
COOLERS- VENETIAN BLINDS 
JAY'S MAINTENANCE 
PH. 9775 


EXPERIENCED Hotel maid. En­ 
ergetic 
reliable. References. 6 
Day Week 
God pay 
Apply in 
Person—525 Warm Sands Drive. 


REAL ESTATE SALESMAN 
PART or full time Experience not 
necessary Selling 
B e r m u d a 
Dunes Golf E states, etc Marve­ 
lous opportunity for *1000 week 
up. Phone 9657 or write 1807 N. 
Palm Canyon Drive. 


ALTERATIONS—by Louise Hovely 
Formerly Saks Filth Ave. 
PHONE 6701 Mornings 
32 300 SKY BLUE WATERS 


A t CARPENTER 
Cabinet Work and Repairs 
PHONE 9738 


STONE AND BRICK MASON 
Fireplaces. Barbecues. Etc. 
Loca, References — Phone 6214 


CALL BILL 
FOR COOLER SERVICE 
PHONE 9484 


Architectural 
Draftsman 
PH 8-8211 FOR INTERVIEW 


PART TIME CLERICAL H E L P - 
Clerk, general office work, some 
I 
bookceping. MUST TYPE 
____________________________________________PHONE 5122 


DENTAL assistant, trainee age 1 9 
----------— --------- - 
to 25 Must be alert attractive R e a l Estate Loans 
28 
and williqg to learn. Write t o -------------------------------------------- --- 
Desert Sun, Box 190. File L-9. W,LL SELL 2n(J Trust Defd , p. 


proximately *3500, 7 per cent in­ 
terest. Please give discount terms 
Write Desert Sun. Box 190. File 
L-2. 


EXPERIENCED AUTO 
MECHANIC 
WITH HAND TOOLS 
PHONE 6940 


STENOGRAPHER «- Receptionist 
Saturday and Sunday only, year 
around position in Real Estate 
Office. 
Phone 9681 


W ANT CONSTRUCTION MEN 
Experienced in Electric. 
Carpentry, Plumbing — Ph. 6473 


Bus. Opportunities 
29 


W HITE maid for small apartment 
hcuse, short hours 7 day week, 
steady Phone 6738. 


REAL ESTATE salesman and in 
surance solicitors. Desen Realty, 
in business 27 years Ph 8-325) 


FOR SALE 
RESTAURANT 
Reasonable — Ideal for Couple 
Short Hours — Closed Weekends 
PHONE 7424 


FOOD Locker 
and 
Retail 
Meat 
Market Good business, must sell 
leaving city. Phone PY 2 3468 or 
PY 7-3172 ask for Ben Messmer I 


29 Palms is Booming 
INVEST N O W !! 
2J A C R E S — C L O SE IN 
$25 Down— $25 Month 
FULL PRICE $1295 
For Information rail Owner 
Palm Springs 7507 nr 576S 
Write 1021 Driftwood, P S. 
FREE TRANSPOP.TATION 
• 
TO SEE PROPERTY 


I 
n c o m e l o t s ' 


4 OF THE best buys in town! 
R-3 Corner. 130x130 
*6500 
R-2—W. of Palm Canyon ___*7000 
R-2 SOUTH end 
*7500 
COMMERICAL Corner .........*15.500 
JO H N C. DAVIS 
1171 N. Palm Canyon 
Ph. 9473 


LARGE INCOME CORNER. R-2 
zone, frontage on Indian Avenue. 
Will take 10 units. A really good 
buy at *15,000 terms can be ar­ 
ranged. 
PHONE 9681 
HAROLD HICKS REAL ESTATE 
1345 North Palm Canyon Drive 


26 ACRES 


ON Highway 99—2 miles west of 
Indian Ave. Water line in *12.500 
net. 
no 
commission 
Robert 
Woodward. 812 So. Flower St., 
L A 17. Phone Michigan 3613. 


HILL-TOP LOT 100 BY 100' 
NEXT to and above 2415 Araby Dr. 
*9500 Some terms. Nothing like 
it here at any price. Owner. 
PHONE 6826 


4 ACRES at Twenlynine Palms 
960' frontage on old Bagdad road 
just off 29 Palms Hiway. Phona 
Torrance Fairfax 8-2649. 


WALLED Deep Well lot. 1030 Drift­ 
wood Rd 
Owner — Mr. Lee. 
Phone Dallas Texas 
Riverside 
7-3816. Interurl rn Bldg. 


1 1-5 ACRE INDUSTRIAL or R-3 
*15.000 or will sell part. 
I/mis VengFr — Ph. 9383 or 5595 
"ALL MEN 
ARE BROTHERS” 


*13.000—20 acres, under cultivation 
660 Feet on Highway 
PHONE 4878 


LOT next In 1222 Tamarisk Rd 
120 x ins' $4950 - Paul Eresly, 
5154 Garden Grove, Tarzana. 


BY' OWNER—Large residential lot 
114' x 91' Close in. Sacrifice for 
quick cash sale 
Phone 9488 


Phone 5805 For Classified Ada! 
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Real Estafe for Sale 
35 


H A R O L D H IC K S 


REALTOR 


30 YEARS IN PALM SPRINGS 


¡1345 N. PAl M CANYON DRIVE 


Start With the Best 


A 100'xl07’ corner lot in Deep Well . . . Priced 
to sell at 
$8500 


Pack Your Swim Suit and Toothbrush 


And move in tomorrow. This TENNIS C LU B 
A R EA 4 bedroom, lone with fireplace', 3 ball 
home is completely furnished! Colorful land 
scaping—wonderful pool—cabana with bath a< 
very private. Hard to match value at 
$43,000 


Real Estate for Sale 
35 


For A Successful Man 


A D E E P W E L L home smartly furnished . . . 
built In barbeque in compact kitchen .. . . 
utility room has washer .*. . there's also a 
drver . . . separate dining room . . 
and a 
handv bar 
T H R E E BEDROOMS 'M A ST ER 
BEDROOM HAS DRESSING ROOM) T H R E E 
B A T H S . 
We* 
executed 
landscaping 
and 
LA R G E PATIO WITH POOL complete the 
picture of quality living. 
$43.000 


This Is A Home 


Not a house—there's a difference! Three bed­ 
rooms, three baths located in Mérito Vista es­ 
tate area—but just two minutes from Palm 
Canyon Drive. Landscaping designed for easy 
care—lanai and pool designed to take advan­ 
tage of the view—This very private home 
completely furnished is priced at 
$47,500 
' 


Villa Hermosa 


Consisting of twenty deluxe apartments, large 
pool and colorful grounds all in prime condi­ 
tion 
Wo recommend this as Palm Springs 
best hotel buy—the out of town owner will 
accept $90,000 down. Total price 
$293.000 


H A R O L D H IC K S 


ASSOCIATES 


Burnham Bigelow — Ray Baur — Mildred Jackson — Kenneth Herman 


H. Orvis Port — Charles Lyngaard — Wm. Hopkins 


9681 


1345 N. PALM CANYON DRIVE 
PHONE 
9681 


lo ts & Acreage 
33 


BEST BUY 
4WNER HAS R ESID EN T IA L 
LOT at 615 Vista Oro 
Partly Walled 
Close In 
BARGAIN AT $4950 


For Sale or Exchange 34 


DON'T BUY! 
DON'T BUILD! 
UNTIL YOU'VE SEEN 
D A R W IN 
THE BUILDER 
W H O OFFERS 
FOR SALE or TRADE 
AND G UA RAN TEES FO R Y EA RS 


The finest constructed 
The best of materials and appli­ 
ances 
The most practical 
The most comfortable 
And the most for your money 
Built for real family people 


Prices ranging to $50,000 
W ill take your old or smaller home 
or lots in trade 


Phone 2305 
Evenings Ph. 7116 


Income Property 
35a 


B E A U T IF U LLY designed RANCH 
S T Y LE 
HOME 
with 
separate 
STUDIO APARTMENT. Also 4 
room G UEST HOUSE. On large 
shady lot in exclusive zoned dis­ 
trict. Attractive price. Terms— 
Owner. Phone 8-3642 or 8-5903 
652 "G ’' Street Cathedral City. 


THE M OST COMPLETE 


REAL ESTATE SERVICE 


IN PALM SPRINGS PRESENTS: 


DON'T PA Y R EN T! 
FOR $13.973 WITH as little as $2500 down—you can own a beautiful 
brand new borne—close in—3 bedrooms. 2 baths — attractive— 
See this! 


D O LL HOUSE 
B E A U T IF U L LY FURN ISH ED 2 bedroom. 2 bath with POOL Almost 
new—lovely fireplace. $29.500. Only $10.000 down. A must reel 


E X C LU S IV E LAS PALM AS 
NEW 4 BEDROOM. 4 bath—beautifully appointed—inter-com—electric, 
Bsr-B-Q and Rolls, built-ins. Best materials used in this MODERN 
N EW HOME. Large lot. $48,000. Call to seel 


LAS PALMAS SHOW PLA C E W ITH 40' POOL 
ON LA R G E LOT. Beautifully and newly furnished. Rambling 3 bed­ 
room, 3 bath, each complete suite, plus guest house. Extra large 
living room—huge screened lanai. Complete kitchen. Abundance 
of tile throughout Custom fireplace. $80,000-call for appointment. 


LOTS 
$6600—R-l PA LM CANYON MESA-leveled. ready to build. 80x160. 
$4500—D E S E R T PALM S EST A T ES—100x100. R-l. 
$4300—R-l N EA R SU N RISE AND TAMARISK. 


G A N N O N REALTY C O . 


R#al Estate for Sola 
35 


1201 N. PA LM CANYON D R IV E 
PH O N E 2772 


MURIEL E. FULTON, REALTOR 


FR A N C ES WILSON 
FRA N C ES ELLIO T T 


Oasis Building — 123 South Palm Canyon Drive — Phone 2223 


REAL ESTATE SPECIALS 
W E H A VE A CHOICE, custom built, modern 3 bedroom home. Latest 
flowing design with glass walls. Overlooks pool and garden. Fine 
view. Quiet, exclusive neighborhood—close in. Furnace—refriger­ 
ated air conditioning. This house is a real G EM —Completely fur­ 
nished. Priced to sell below reproduction cost. Asking $79,500. 
M A K E O FFER . 


70 UNIT HOTEL with every facility for hotel operation. Room for ad­ 
ditional units. Excellent location. Shown to qualified buyers only. 
Price $575,000 Terms 29% down, balance over 20 years. Owner 
might lease with option to buy. Investigate this property if you 
are seriously looking for a hotel operation. 
Exclusive With 
M U R IE L E . FULTON, REA LT O R 


22 YEARS IN PALM SPRINGS REAL ESTATE 


You'd Like This 


N EA R LY NEW 5 units, neat, clean 
close in. Lot 103' x 100'. Sewers 
in and paid for. Only $15,000 to 
handle. Mr. Cemey 
GANNON R EA LT Y CO. PH. 2772 


Property In Yucaipa 
5EDROOM house, nearly *s acre 
,-alue $11.500 exchange for Palm 
Springs or vicinity. Single home 
ir duplex. A. Bossick. 12442 17th 
it.. Yucaipa, Phone P Y 7-4850 


2125 SU N SET ‘’LAZA DR 
CLUDED 3 bedroom. 
1 bath 
mme in Hollywood. 1000' eleva- 
ion, magnificent view of city 
ind ocean. 120’ frontage, room 
or pool and 2 bedrooms, $20,000 
squity. Phone OL 4 1928. 


Income Property 
35o 


B Y OW NER 9 Kitchen units, on 
view corner 100' x 150’ facing 3 
streets. See to appreciate loca­ 
tion 
and 
possibilities. 
$45,000. 
terms. 
Phone 8*6873. 


Sale by Owner 
6 
UNITS plus 
office. 
10' x 40' 
LAUN D RY ROOM. 
BEST 
LO­ 
CATION. 
SHOWS 
GOOD 
R E ­ 
TURNS. 161 SO. CAHUILLA. 


Real Estate for Sale 
35 


OW NER DeLuxe Triplex. Well 
lilt. Each unit has fireplace. 1 
•droom. forced air heat 
and 
loling. large landscaped lot in 
h end. $39,950. Phone 9354. 


O W N ER leaving—Furnished Dup­ 
lex. Exceptional buy. Low down 
Walking distance. Phone 3373. 


SA C R IFIC E 
6 Units completely Furnished 
Good Income $29.500. Ph. 8-3031 


!OME property on leased land 
Furnished apartments. Close in 
487 N E L SEGUNDO 


TERRY RAY 


773 N. PALM CANYON 


BERM U D A DUNES — 2-4 acre 
Ranchos—all improvements 
in. 
May stable horses. Beach Club 
Membership. Near new Golf Club 
Only $11,500—terms. 


10 UNITS — beautiful - nearly new. 
Owners deluxe 3 bedroom apart­ 
ment. Pool. Top location. $133.000 


¡NCOME LOT - Near Palm Can­ 
yon. Only $6500. 


500 FT FRONTAGE — on Highway 
111. Total 30 acres, house and 
Well. $3000 per acre. 


PA LM CANYON 100 ft. frontage 
zoned for business. A steal at 
$25,950. 
Won't last I 


H O TEL S IT E —242 ft. frontage, one 
block off Palm Canyon includes 
small furnished home. Get busy 
on this one — speculative 
at 
$36,500. 


$1000. down — new 2 bedroom 
home. Cbll us for details. 


SAN F"A N C IECO - Will trade 
beautiful Palm Springs hillside 
home with pool - for home or 
income in San Francisco. 
Call 
for details. 


PHOt4E 2064 
Howard Palmer 
Ervin Hall 
Bess Matloff 
Art Campbell 
Betty Luce 
Mai Hamm 


FOR BEST BUYS 


' See— DESERT SKY 


SE A SO N 'S BEST BUY 


60 ACRES — 1338' ON HIW AY 111 


ZONED FO R BUSIN ESS TO A D EPT H OF 600 F E E T 


$1500 PER ACRE 


$26 000 down — payable 
6 per cent — 1 per cent per month 
All due in 5 years. 
DESERT SKY REALTY 


PA U L R. SMITH 
A. S. McM ILLAN 
71-800 Highway 111, Next to Post Office, Rancho Mirage 
PHONE PA LM SPR IN G S 8-3363 
PH O NE PALM D E S E R T 76-5242 


THERESA PRESS 


MOST ATTRACTIVE 


2 BEDROOMS - 2 BATHS - DEN 
B EA U T IFU L FURNISHINGS 
$26,500 


10 ACRES 
■N PA LM SPRIN G S 
$75,000 
• 
TERM S 
HOTEL S IT E - SUBDIVISION 


LOTS 
COM M ERCIAL - R ESID EN T IA L 
$2750 ---- $36,000 


THERESA PRESS, Realtor 


FRA N K G A U T IELLO 
TONY RIZZOTTO 
T ED M cKINN EY 
611 SOUTH PALM CANYON DRIVE 


5282 
PHONE 
5294 


A M Y N E L S O N 


$13,500—2 bedroom, carpeted, $1500 down. 
$14,950—3 bedroom, carpeted, $2000 down. 
$15.400—3 bedroom*. 2 bath*, rugs, itove, refrigerator, walled. 
$16,250—New 3 bedroom. 2 bath, furnace, $2500 down. 
$15.000—3 bedroom, walled, south end. close to shops. 
$17.950—2 bedroom, den. carpets and drapes, south end. fenced. 
$22.500—1 bedroom and lanai. l ' j baths, pool, walled, south end. 
$28,000—Furnished 2 bedroom, den. 2 baths, pool, TV, fenced, south end. 
INCOM E PR O PER T Y 
$24.500—New duplex, garage, room 2 more, furnished, $6500 down. 
$25.900—3 1-bedroom units with screen porches. Terms. 
$34.750—6 units—$10,000 down. A good buy! 
$42.500—5 furnished units and pool. Good terms. Good location. 
$75,000—Furnished 12 units and pool Top location. Good terms. 
LOTS 
LA R G E R-l lot, $3400, good terms 3 large lots adjacent Las Palmas, 
$8950 each, terms 
100 x128' R-2 lot. $5700. 250 It. corner, Palm 
Canyon Drive, best hotel area, $65,000, terms. Large lots, close 
In, $1350, terms. 


A M Y NELSON, Realtor 


2277 North Palm Canvon D rive 
Phone 5254 or 5545 
San Clemente Office 508 No. Highway 101 — Phone Hy. 21121 


CUSTOM Built, nearly new, 3 bed­ 
room. 2 bath. Large corner lot, 
circular drive. 
$22.500 
Submit 
down. 
Owner Phone 6350 


Peter B.Sheptenko 


O F F E R S T H E B E S T BUYS IN 
PALM SPRIN G S R E A L EST A T E 


Why Pay Rent? 


3 BEDROOMS. 2 balhs, fireplace, 
large sliding glass doors opening 
onto a beautiful heated and filt­ 
ered SWIMMING POOL. Large 
fenced lot. Completely [urnished 
and ready to move in $26,500. 


Ne w Triplex 


TWO—1 Bedroom furnished units 
and one 2 Bedroom unfurnished 
corner lot. 
Walking 
distance. 
Won't last long at only $29.500 
Deep Well Area 


ONE OF TH E 
MOST 
CHARM 
ING homes in Palm Springs. 3 
Bedrooms, 
2 baths, 
fireplace, 
overhanging 
eaves. 
Beautiful 
yard' landscaped 
with 
orchid 
trees, roses and many other va­ 
rieties of shrubs—a gardener's 
delight! Completely furnished— 
$29.500. 


Owner Anxious 


T H R E E R-2 lots in choice location 
near Rossmore 
Hotel, 
315 
ft. 
frontage. $7500 each—terms. 
Peter B.Sheptenko 
THE PIO N E E R R EA LT Y CO. 
t 
OF PALM SPRIN G S 
475 N. Palm Canyon Dr. 
Phone 2727 


READY N O W ! 
ATTRACTIVE 3 Bedroom. Very 
nicely furnished and landscaped 
completely fenced. Owner wants 
to travel—says—''Sell for $16,500 
—on reasonable terms." 
Evenings Call HAL EV EN A S 6132 
GANNON R E A LT Y CO. 
Ph. 2772 


$24.500 — 2 
BEDROOM, 
dining 
room, rumpus room wiih bar, 
seats 11. Furnished. Double gar­ 
age apartment over, furnished 
South side. Courtesy to Brokers. 
Phone for appointment — 7545 


509 VIA COLUSA—$37.500 3 bed­ 
room, large lanai and sun porch 
with aluminum awning. Walled 
yard, pool, partly furnished Bar­ 
gain from owner—Ph. 5423 


PANORAMIC 
View. 
Spacious 
2 
bedroom, 2 bath home on land­ 
scaped acre 
$37.500 furnished. 
2150 Leonard Road — Ph 
3153 
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2 BEDROOM home partially fur­ 
nished. 
carpeting, 
throughout, 
drapes, landscaped, fenced small 
down 
814 000. Owner 9242 


A REVELATION 


IN HOM E BU YIN G — something 
that no propspective buyer can 
afford to miss. Highly restricted 
110' x 180' ft. View lot with a 
lovely 3 bedroom home. Deluxe 
kitchen, large sliding glass doors 
leading from living 
room 
and 
bedroom to covered patio. Over­ 
looking the valley helow. You 
will love it! Phone for appoint 
ment. The price is right! 


HOM E PLU S INCOME 
W E 
O F F E R 
a 
dandy 
triplex. 
Each 
unit has 
one 
bedroom, 
rented to good tenants by year. 
Property well located near Palm 
Canyon Drive. See this real bar­ 
gain—by appointment only. $8000 
will handle. 


OPPO RTUN ITY 
CHOICE 4 acre 
building 
sites 
Electricity, domestic water, tele­ 
phone available 
Be your own 
subdivider. $4500 with terms. 


E X C L U S IV E WITH 
Paul Burkholder 
359 N. Palm Canyon Driva 
Phone 2613 or Evenings 
Phone 3151 and 9208 


Panoramic Mountain View! 


IF Y O U 'R E THINKING OF BU YIN G A 2 BEDROOM. 
2 BATH HOME, REA SO N A BLY PRIC ED . 


YOU SH O U LD SEE THIS ONE 


ONLY 3 Y E A R S OLD—N IC E L Y LANDSCAPED LOT WITH 
14 C ITRUS TREES, 100x100, AND A W O N D ERFUL 
MOUNTAIN V IE W A LL AROUND. 


High quality furniture and furnishings throughout, foam rubber beds, 
excellent range and refrigerator. 
Living room has Swedish modern fireplace. 


OW NER HAS JUST R ED U C ED P R IC E FROM $28.500 TO 


$26,500 FURNISHED. TERMS 


LOCATED AT 2297 EAST A L E JO ROAD 
3 BLOCKS EA ST OF SU N R ISE. 


SHOWN B Y APPO IN TM EN T 


THROUGH BROKERS ONLY 


FOR 
ALL KIND S 
OF 
REAL 
ESTATE 


CONSULT 
M U R P H Y 
R E A L T Y 
464 N. PALM CANYON 
PHONE 5102 


CHARMING house, 
near 
Tennis 
Club, large living room, lanai, 
3 bedrooms, sitting room in mas­ 
ter suite, den, 4 baths. luxurious­ 
ly furnished, central heat, cool­ 
ing. 
beautiful 
walled 
garden, 
healed and filtered pool. 
O W N ER - PH O NE 9395 


B Y O W NER. 
Hillside home de­ 
signed with a feeling of freedom. 
All rooms constructed with view 
exposures. 3 Bedrooms, Furnish­ 
ed. $33,000. Make offer. 
PH O N E 9208 or 9564 


Phone 5005 For Classified Ads! 


$a750. TOTAL. Attractive, modern 
Furnished 4 rooms, garage, Bar- 
B-Q, walled, trees. Phone 4419. 


CU ST O M BUILT 
N EW Deluxe 2 bedroom. 2 bath, 
large living room, stone fireplace 
lovely built-in all tile kitchen, 
two ear garage, Excellent dis­ 
trict $22,500. 
Terms 


SOUTH END 
N EW Deluxe partially 
furnished 
triplex, one 2 bedroom, two 1 
bedroom, exceptional rental area 
Desert 
landscaped, priced 
for 
quick sale $29,500 
Terms 


A R E T IR E M E N T DREAM 
5 INCOME 
units, 
plus owner's 
apartment, immaculate and all 
nicely furnished. High income, 
low expenses, shows belter than 
25 per cent gross, only $30.000 
terms. Sounds incredible but it's 
true. 
# 


PER M A N EN T INCOME 
A GOLDEN opportunity to enjoy 
desert living snd a solid return 
on your investment. 10 Deluxe 
units with pool, room for expan­ 
sion. reduced for quick sale hy 
out of town owner. 
$35,000 
Terms 


F IN E N EW AREA 
LA R G E level R-l lot .......... $4000 


S T E A L 
LA R G E level 1x8 
... 
$4750 
Will subordinate to Builder 


EQ U EST R IA N 'S DREAM 
l',i ACRES, full price 
$1000 
$200 down. 


8-8333 
Phone 
9661 
C R O W N REALTY 


NO. 18 THE! PLAZA 
PA LM SPRIN G S 


36-947 G L EN AVEN UE 
CATHED RAL C ITY, CALIF. 


What's New 
Under the Sun? 


4 UNITS W ITH PO OL - between 
Bullocks 
and 
the 
Mountain. 
$59,500. 


SUN R E A L T Y CO. 
OF PA LM SPRIN G S 
428 N. Palm Canyon 
Ph 2929 


B Y OW NER almost new 2 bed­ 
room, 2 hath corner home near 
Deep Well, close to restaurants, 
markets and school. Almost 1500 
sq 
ft 
Large patio, completely 
walled and landscaped. Ph. 5214 


N EW 3 bedroom. IV* bath nouse, 
patio with 
Southern 
exposure, 
lovely view. Phone 9538 or 7062 


C ALL 5005 
fO E CLASS LU LL) ADS 


$ $ S A V E $ $ 


D E E P W E L L AREA-Sacrifice 2 
bedroom and den home, beauti­ 
fully landscaped 
walled 
yard. 
Total price $27,500. 


LET 'S TRADE 
ILLN ESS FORCES S A LE—this El 
Mirador district—3 unit, corner 
Int. with large 2 bedroom, den. 
2 bath apartment. Asking $37.500 


6 FU R N ISH ED Deluxe units with 
large pool, 
near 
post 
office. 
$55,000. 


BU SIN ESS BLOCK, leased $1000 
per month. Price $100,000. 


LOTS 
$2300 — Special buy — R-l Lot. 
13650 — Unusual View Corner Lot. 
4500—Across from $35,000 homos 
$6000—Choice Income Ixit. 
$8500 — Deep Well View Lot. 


Munholland & Co. 
Associates 
GORDON NICHOLSON 
B K. D E TARR 
1059 N. Palm Canyon Drive 
PHONE 3673 


Wm. J. Heiser 


REALTO R 


ULTRA MODERN — brand new, 
planned by top designer—2 bed­ 
rooms. 2 baths, spacious master 
suite, entrance foyer, many built 
In features. 1133 Buena Vista. 
$31,500 


4 D E L U X E UNITS—3-one bedroom 
1 
studio, 
spacious, 
beautifully 
furnished. 423 Mel Ave. $65.000 
including adjoining corner lot. 


R-l —one of few remaining estate 
type lots. Terrific View, under 
ground utilities. Partially walled 
Only $6900. 


1546 N. Palm Canyon — Ph. 5685 


JUST REDUCED 


FO R immediate Sale. From $27,500 
to $24.500 Lovely large new 3 
bedroom. 2 bath home, located 
in South end open for your in­ 
spection at 290 Sonora. 


M O DERN Deluxe Home, Mortgage 
Payments $75 month. Low down 
Payment. 
63-940 
San 
Raefel 
Place. 
PHONE 5874 


3 BEDROOM. 2 baths, family room 
plus large guest apartment. Fu r­ 
nished. Fireplace $32.500 terms 
Owner. 
1590 PA SEO E L M IRADO R 


Real Estafa for Sola 
35 


INSIDE PA LM SP R IN G S 


$47,500—Top exclusive neighborhood, the most wanted In Palm Springs. 
Luxurious new 4 bedrooms. 4 baths. 


$22.950—The birds are singing in the trees, flowering vines climb the 
solid fence of six foot redwood palings. The big sun drenched 
yerd is completely enclosed and filled with the scent of sand 
Verbena anu citrus blossoms. The interior and furnisnings, 
too, will delight the lady of the bouse as well as the lord of 
the manor. Living-dining area has a most unusual fireplace. 
1 car garage L* finished for conversion to additional living 
space if desired. 
* 


$16,000—FU R N ISH ED 3 bedroom. 2 baths 
Only $3500 down. Easy 
terms. 


PA LM SPRIN G S INCOME for Qusllfled Buyers 
$175,000—H O TEL APARTM ENT. Perfect condition — shows big Income 
20 units. Room for 20 more. 


$ 89.500—HOTEL—Near Howard Manor. 


$ 78,000—BEST HOTEL B U Y in Palm Springs. Near famous Springs 
Restaurant. 8 units. $21.000 handles R 3 lot. Room for more 
units. This you can't duplicate. Hurry. 


$ 25,900—T R IP L E X —each one bedroom with screened LANAI. Roonr 
for 2 more units. 


PA L M SPRIN G S LOTS 
$1950 AND U P - S IN G L E R E S ID E N C E LOTS 


$4000 AND U P - R E S ID E N T IA L INCOME LOTS. 


O UTSID E ACREAGE 
$350 P E R ACRE—A section two miles east. Paved roads through prop 
erty. Terms. 


FOR 25 YEARS AT 861 N. PALM CANYON DR. 


CULVER N IC H O L S, Realtor 


Al E. Hoover 
Jane Colgan 
John Bernet 
Joe De Francle 
Marie Bel yea 


861 North Palm Canyon Driva 
Next to Post Office 


More For Your Money 


4 APARTMENTS ON BU SIN ESS LOT ROOM FOR M O RE 
N EA R TH UN D ERBIRD —ONLY $26,000-TERMS. 


NEW HOME N EAR TH U N D ERBIRD COUNTRY C LUB 
WITH LA R G E SWIMM ING POOL 
2 bedrooms, den, 2 baths, big fenced lot on corner. Furnished, 
carpeted wall to wall, central heating, refrigerated cooling, 
fireplace, 2 car garage. $29,950. Terms. 


NEW MOTOR H O TEL ON 2 ACRES 
8 B EA U T IF U LLY FURN ISH ED UNITS. 
ROOM EO R 40 ADDITIONAL UNITS. 
F IN E V IEW LOCATION, HEATF.D POOL. 
CAN B E IJF.V ELO PED INTO ONE OF T H E FIN EST 
HOTEL S IT E S IN T H E AREA. TERM S. 


T R A ILE R PA R K S IT E FOR L E A S E 
11 Acres—level land—near Thunderbird—with all utilities. 


SILVER SPUR R A N C H 


LOTS NOW A V A ILA BLE AT OPENING PR IC ES 
T O N Y BURKE, INC. 


'ARD FUÍ.M F.R 
BA RT PROM 
P E R C Y W H IT E S ID E 


70-237 HIGHW AY III, N EA R TH UN D ERBIRD 
PALM SPRINGS 85432 


H U TTO N 'S REAL ESTATE 


S P E C IA L—$14.850. Close In. Modern. Corner lot, with circular drive. 
N EW 3 BEDROOM. $16,500. l'A baths. Hillside view, lots of glass. 


on corner lot. 
... . . 
, ____ 
S L E E P E R —$23,500—New 3 bedroom, 2 bath with S ton refrigeration 
cooling. 
| 
... . 
$29.500—4 bedroom, 2 bath, pool Enclosed lunal with bir. 
242 FT. R-3 corner lot with 2 bedroom furnished home and room lor 
32 units. $36,500 
. 
.. 
. .. 
,. 
EXC EPTIO N A L B U Y —4 acre trailer park site—close In. Permit tor 
72 trailers. Terms. 
$5000 P E R A CRE for choice acreage In city limits. 
$25,000—100 ft. Palm Canyon corner 
, . 
_ 
30 A CRES, dose in with 10.500 sq ft building A natural for a private 
sch ool or rest home or a dub house for subdivision of small homes. 
$70,000. 
H U TTO N 'S REAL ESTATE 


505 North Palm Canyon Drive 
Phone 5977 or 7772 


BUY "W R IG H T " 


20 Y E A R S IN PA LM SPR IN G S 


UNITS, Warm Sands, $5000 down 


HOM E plus 3 ren tals 
$39,950 


14 UNITS, Pool—Bargain $120,000 


FURN ISH ED , 3 bedrooms $29,500 


1 H ACRES, active area ....... $2500 


9 ACRES, wind protected . 
$6500 


20 A C RES speculation $2500 down 


160 ACRES. Bargain $475 per acre 


BILLY W R IG H T 
R EA LT O R 
382 N. Palm Canyon 
Ph. 5727 


IN C O M E COURT 
SELL or LEASE 
this 8 unit apartment hotel In 
one of finest rental areas. Room 
to add 8 more units Here is one 
of todays best income deals now 
offered for $47,500 furnished or 
will lease with option. 


Montaqne Realty 
431 N Palm Canyon Drive 
Phone 972A or 4927 


HEY - LOOK! 
$1500 D O W N 


N E W 3 BEDROOM , 2 BATH 
$13.950 
F U L L P R IC E 
GANNON R E A L T Y 
PH O NE 2772 


B Y owner, lovely home. 2 bed­ 
rooms snd sun porch 
Air con­ 
ditioned Venetian Blinds. Lawn 
front and rear, Beautifully land­ 
scaped 
Reasonable down pay­ 
ment. Near Tamarisk Park. 54 
Paseo De Anza. 


Houses Can't Talk 


BU T YOU W IL L when you see 
this 3 Bedroom, 2 bath house 
with built-in barbecue and oven, 
table top range and 2-car gar­ 
age—located on a large lot end 
In one of the best arpas in tour» 
and all for only $23,500 


2 BEDROOM. 
2 bath furnished 
home in south end. Completely 
landscaped Lots of citrus, fjrge 
hented and filtered pool. $35,O0C 
Will lease for long or short term. 
Weinstein 


REA LT O R 


Associates 
Eve Morgan 
Edythe Weinstein 


256W S. Palm Canyon Drive 
Phone 2884 


Ralph 


L A N G PICKS 


D E E P W E L L —2 bedrooms, 2 bathi 
rumpus room, pool, $29,800. 


3 BEDROOMS, furnished, close In 
water share, $17,500. 


R-l LOT 132' x 135' ............ $70M 
D U P L E X furnished ... 
$21.501 


RO SLY N L A N G 
R EA LTO R 
1175 N. PA LM CANYON 
PH O N E 2522 


"SILVER TOP" 
"Own Your Own Apartments" 
From $8500 


Ph. 5690 or 4809 


BY O W N E R 


FU R N ISH ED 3 BEDROOM HOME 
4 P E R CENT G I. MORTGAGE 


Phone 5005 For Classified Ads! 


3 
BEDROOMS, 
2 
baths 
with 
screened in lanai 1 year old. fur­ 
nished or 
unfurnished 
Owner 
1117 El Alameda. 
Phone 
7547 
after 2 30 


TO T R IG G ER ACTION 
that will 
solve your rental or other prob 
lem dial 5005 and order a Class! 


Real Eifat* for Sol* 
35 


PALM DESERT 


SMARTfcST ADDRESS 
ON THE AMERICAN DESERT 


$ I.SOO-R 2 LOT—CIom to highw»y-130 ft (ronU*e. suitable for I 
unita. Terms. 


| 1,500-7 AC RES—MO ft frontal» on Del Sol Road Paved water and 
dectt icity available Small home A real bargain Terma. 


I13.SOO—2 bedroom horn*, carpeta and drapea. Fully equipped kitchen 
Landacaped 53000 down will handle 


$26.300—Beautifully designed home on fabulous panoramic view lot 
, 
100x135. 2 bedroom». 2 batha. pool, carpeta, refrigeration, 
forced air heat 
Completely equipped kitchen, waaher and 
dryer. 


$55,000—Cuatom built home on 150x135 view lot Completely furmahed. 
beautifully landscaped. 2 bedrooms, 2 batha. convertible den. 
large lanai, 2 fireplaces 


BEAUTIFUL VIEW HOMESITES 
AS LOW AS 
$2150 


b tS T BUYS ON THE D ESERT 
PALM DESERT SALES CO. 


O FTIC E r o n PALM D ESERT PR O P E R T IE S 


CORNER LA RKSPUR LANE .AND HIGHWAY 111 


PHONE PALM D ESER T 78-3794 


Real Estate for Sola 
35 Raol Estate for Sala 
35 


DON CAMERON, Realtor 


22 YEARS IN DESERT PROPERTIES 


DON CAMERON SAYS: ' Lite near the Country Cluba 


.* ACRES at 52500 per acre. Thunderbird area 


627,500—BEA U T IFU LLY landacaped walled corner lot 
Pahoa. pool, i 
built-in barbecue Eurnished J bedroom, 5 bath. A steal! 


$2100 P E R ACRE—60 acre» on main highway, road to I top country 
cluba. Nevar again at this price! Terrific terms. 


ASSOCIATES 


A l Ziskin 
Isabelle Cameron 


ON "T H E STRIP," H IGH W A Y 111. RANCHO M IR A G E 
Phone P.S. 8-4932 
Palm Desert 76-3961 
H E A R the "DON CAMERON SH O W " over K C M J every 
•UNDAY AT 3 P.M. for the BEST BU Y S on the D ES E R T ! 


FURNISHED 


MODEL HOME 


2247 E. Amado 


DECORATOR APPOLNTED 


I BEDROOM - 2 BATH 


IN BE A U T IF U L PALM LA N E ESTATES 


OPEN DAILY 


10 A.M. TO 4 P.M. 


GANNON REALTY CO. 


1201 N PA LM CANYON D R IV E 
PHONE 2772 


. VARIETY OF CUSTOM BUILT 


BRAND NEW HOME? 


PRICED FROM 78,500 


Located in the finest residential Sections 


OF PALM SPRINGS 


JIM M Y GEORGE 


"THE BUILDERS BROKER" 


508 Industrial Place 
Phone 7149 or 6366 


A PPR O XIM A T ELY 50 ecrea with 
a 10.500 aq. ft. building. 25 per 
cent interest in water well Fine 
tor a club and recreational area 
in subdivision or for a school 
$70.000. 


FU R N ISH ED 
1 Bedroom 
home 
with garage On R-2 lot. room 
for another unit. Very attractive 
and 
in 
excellent 
condition. 
5 
years old. Only 619.500. 
M ARTH A JA M ES 
REALTOR 
445 N. Palm Canyon — Ph. 2751 


50 UNIT HOTEL 
$515.000 — «100.000 dn 


LU X U R Y hotel, restaurant kitchen 
and cocktail lounge, fullv equip­ 
ped. Modern 2 and 3 atorv con­ 
struction. Filtered and heated 
pool. 
Owner. 
Jack 
Casey — 
PH ONE 2744 or 6611 
1450 NORTH INDIAN A V EN T E 


O PEN 
HOUSE 
O PEN 
22-236 Date Palm Drive. 2 Year 
old 2 bedroom stucco and studio 
apartment enclosed patio tiled. 
600 Sq. Ft. 
carport 
Must be 
seen to appreciate. Utility room 
and work shop. Trade tor trust 
deeds or lot. Highest cash down 
payment take it. Owner 8-6363 


SEC LU D ED small hillside home 
Fabulous view, south end 
PHONE 5612 


LITTLE TUSCAN Y 
Palm Springs Finest Protected 
V IEW Area 
Under 2 years old 
C O M PLETELY lurntshed. 2 
bed 
room, 2 bath modern home 
967 CHINO CANYON ROAD 
PHONE 6010 or 4760 


OPEN HOUSE 
1253 
PASATIEMPO 
3 BEDROOMS. 2 baths, walled 
landscaped 
south 
patitf 
and 
POOL 528.750 — 56500 down. 
GANNON R EA LT Y CO. 
Ph. 2772 


LU XU R Y Apartment Hotel. 315 ft. 
frontage. 20' x 40' Pool, beauti 
fully landscaped, best location, 
excellent clientele, room for 12 
more units. Terms or trade tor 
improved business property. * 
OW NER - PHONE 5485 


HILL-TOP HOME 
3 BEDROOM 
house 
with 
guest 
house 
3 baths 
100 x 100' lot. 
524 000 half cash Drive by 2415 
Araby Dr. If interested please 
phone for appointment 
Owner. 
Phone 6826 


WOOD FLOORS make this attrac­ 
tive 3 bedroom, 2 bath home 
even more comfortable, carpets, 
drapes, built in Rar-B-Q 
oven- 
range. 
fireplace. 
6 mos 
old. 
527.500 By owner 
Ph. 9278 


Phone 5005 For classified Ads! 


’ Th« Doserf Sun 
Thursdoy, M arch 14, 1957 
14 


Jekyll 
Bradley 
Colven 


REAL ESTATE 


SPECIALISTS 


The Largest Working Staff 
in Palm Springs 


FREE RENT FOR BUYER 
INCOME PAYS 
THE BALANCE 


If you are interested in a nice home , 
with an income—let us show you this 
spanking new well located triplex. Walk­ 
ing distance to downtown shopping Just 
reduced from 535.000. Now— 
$29,500 


LAS PALMAS IS STILL 
LAS PALMAS 
AND THE BEST 
ADDRESS IN TOWN 


Here is far and away the top buy in 
this fine area. In fact it's one of the 
biggest values we know Rich people like 
bargains and know value. This outstand­ 
ing lovely 3 bedroom 3 bath home is 
only s year and a half old. It has a 
pool The grounds are walled. And the 
house itself is beautifully furnished. This 
will appeal to a rich man. 
$47,500 


R-3 LOT 


Hot Palm Springs area 
Room for 
4# 
units. Act fast on this. Full price— 
$27,500 


IF YOU C A N ’T FIND 
A HOME TO RENT 
HERE S A HOME YOU 
CAN AFFORD TO BUY 


Large 2 bedroom, fenced and landscap­ 
ed Sparkling condition. 
See this and 
move in and the pressure is off. 
$13,950 


WELL LOCATED LOT 


Surrounded by 520.000 to 525 000 homes 
Mr. Builder can you do better on a 
100x100 than 
$3950 


DO YOU LIKE DEEPWFLL? 


H E R E S T H E BEST BU Y T H E R E ! 
I bedroom 2 bath. Large fireplace in 
the oversize living room. The kitchen 
is as convenient as in a restaurant. The 
entire home ia designed for comfortable 
living in addition to dramatic eye ap­ 
peal See and compare this to anything 
55000 higher. If you act now you can 
buy it for a low 
$29,500 


30 ACRES 
ADJACENT TO 2 HOT 
SUBDIVISIONS 


Still at a speculative level. This is ■ 
sleeper. 
$2250 PER ACRE 


INDIAN AVENUE 
FRONTAGE 
Near Desert Hot Springs. Partners dis­ 
agree. Asking 
$550 PER ACRE 


Jekyll 
Bradley 
Colven 


REALTO RS 


The Largest Working Sta ff 
in Palm Springs 


MIKE JEKYLL 
G. T. B R A D LE Y 
W E COLVEN 


A RTH UR G R E E N F IE L D 
E R N E S T L IN D B E R G 
L E S MOHRS 
C ARL OLSON 
JA M E S PO TT EN G ER 
M O REY THAI. 
P E T E R RATKOVICH - B E V E R L Y H ÍLLS M A N A GER 


2734 
457 N. PALM CANYON DRIVE 


PHONE 


RUSSELL WADE 
REALTOR 
Look What's Been Added 
To Our Outstanding Values! 


. 
THIS 
BEAUTIFUL HOME 
C O M PLE T E LY FU R N ISH ED 
.1 BEDROOM - 2 BATH 
F IL T E R E D AND H EA TED POOL 
SOUTH EN D LOCATION 
P R IC ED TO S E L L 
$28,500 
U P TO MARCH 15TH 


M E M B E R PA LM SPRIN G S R EA LT Y BOARD 
Consult our efficient and courteous associates for personalized service 
RUSSELL WADE, Realtor 


850 SOUTH P A L M CANYON D R IV E 
PHONE 285S 


JIM M Y GEO RGE 


HAS 3 LEFT 
AT ONLY $1000 DOWN 


BRAND N EW HOMES 


BUILT-IN RANGE, OVEN. CERAM IC T ILE. CARPORT 
FULL PRICE $11,950 


, 
PAYMENTS ONLY $100 MONTH 


15 M IN UTES AWAY IN D ESER T HOT SPRINGS 


JIM M Y GEO RGE 
"THE BUILDERS BROKER" 


508 IN D USTRIAL PLA C E - PH ONE 7149 OR 6366 


Raol Estafa for Sala 
35 


JIM SHARPE 


VALUE PLUS 
CHAP MING 2 bedroom, furnished home with large TV. rumpus room, 
patio designed for outdoor living, yard ia walled for privacy. 
Plus an extra corner lot also walled in—can be sold off separately. 
Tamarisk area. AU this for only $23,300. 


CHARM PERSONIFIED 
LAS PALM AS HOM E-2 large bedrooms each with its own separate 
bath. Living room with fireplace and large dining area 
Lanai 
with built-in barbecue and rotissiere. Plus a beautiful sunny screen­ 
ed in outdoor living room overlooking the completely walled-in 
terraced yard with an abundance of fruit trees and shrubs. Plenty 
of room for pool. Only $31.300—completely furnished. 


YOU C A N ’T BEAT THIS! 
3 BEDROOM HOM E with 2 baths. 2 stall showers. Extra large living 
room with fireplace. Lovely filtered swimming pool. Completely 
walled and landscaped. A steal at $19,500 with only $3000 down. 


INVESTMENT WISE ? ? 
T R A IL E R PA R K with 30 spaces, all rented—plus 2 cabanas and TV— 
recreation room. Large beautiful pool. Extra spacious grounds. 
Near Indian Wells. 587.500. Terms. 


UNITS 
5 FU RN ISH ED UNlTS-pool Very elegant *68.300. 
T R IP L E X —rented for 5225 month Only 517.500 
10 U N ITS—several apartments Heated pool. 5142,500. 


LOTS 
N EA R E L MIRADOR HOTKr-.llO xt3.V-57.500 
N EA R SMOKE T R E E RANCH-heautiful view—51800. 
R-2 LOT—Near High School-»55500 
B E A U T IF U L LOT in Deep Well-580no 
2 R-2 LOTS—1000 Palms—both for $5200. 
JIM SHARPE 
R E A L ESTATE 
ASSOCIATES 


B J BOYD 
A N D R E COCKX 
433 North Palm Canyon D rue 


E V E NORMAN 
Phone 2545 or 2319 


Ernie Dunlevie 


ONE OF PALM SPRIN G S finest 
homes and yet so built minimum 
service required 
2 master bed­ 
rooms each with 
bath, 
maids 
room and bath 
plus 
poolside 
showers and faciltiies House de­ 
signed 
and 
built 
by 
master 
craftsmen and furnished exquis­ 
itely. Carrier 
refrigerated 
and 
Radiant heating wih copper tub­ 
ing throu-out home plus the same 
heating for the pool. This quality 
home is located in the heart of 
Deep Well and represents the ul­ 
timate in quality and complete 
comfort Less than year old and 
is offered at some $20.000 less 
than actual cost 
For the dis­ 
criminating—579.500. 


E X C E L L E N T 4 BEDROOM rent­ 
al—Fine 
south 
end 
location, 
able 1 to 6 months 51000 per mo. 
Ernie Dunlevie 
CARLSON 
JOHNSON 
COND 
PALOZZ1 
CANNON 
1807 N. Palm Canyon Drive 
Phone 9637 


John W . Williams 


REA LTO R 


OW NER MUST S E L L 
LO V ELY NEW 3 bedroom. 2 bath 
home on large well located lot. 
Double 
garage, 
built-in 
stove. 
Lots of cement. This is a real 
buy for only $23,500. 


3 
BEDROOM 
-furnished 
home 
close to school. Take lot in trade 
Price 514,750. good terms. 


LOTS 
R-l—Near school ................ *2375 
R-l Winterhaven .................. 53495 
R-2 Block off Palm Canyon $6000 


Claude Gottbehuet 
Don Williams 
423 N. Palm Canyon 
Ph. 3311 


BROKERS ATTENTION 
JU S T C O M PLETED 
LUXURIO US 
Las Palmas Home 


4 BEDROOMS. 4 Baths. Large liv­ 
ing room and family room Ideal 
kitchen 
Built in range, double 
oven with rotessiere. dishwasher 
garbage disposal Deluxe built in 
Barbecue. Refrigerated air con­ 
ditioning 
Radio 
and 
Intercom 
system Large lot. Irrigation wa 
ter. Lots of trees and shrubs. 
$47,500 
SUBMIT TERMS 


A. B. CRIST. Builder. Phone 6316 


Look Around 


THEN see us to compare our 
TOP VALUES 
D E E P W E L L - 2 Bedrooms, guest 
house 127.000 — $4000 down. 


CORNER lot 170' x 
166' 
Indian 
Avenue C-l . 
515,000 


5 ACRES, Tamarisk golf. * Bed­ 
room house $22.000. $5,000 down 
Rental of house should pay bal­ 
ance. 


2—R-l 
LOTS, 
south 
location — 
54100 
R—2 LOT for 3 apartments — 
513.000 
R—3 LOT for 20 units — $7000 


40 ACRES. 1300 ft. frontage on 
Hiway til, south — 51750 per 
acre. 


Palm Canyon Realty 
311 South 


311 S Palm Canyon Dr. 
Ph 5612 


James Hammond 


REALTO R 


FU R N ISH ED 2 Bedroom Tahquitz 
River home, completely refrig­ 
erated. $21,500. 


CHARMING 
2 
Bedroom 
house, 
good location, walled lot, breezc- 
way, garage. TV., carpeted and 
attractively furnished $24000. 


Associates 
Esther P 
Hammond 
Usa Jones 
Marian 
Mathews 
Charles Mathews 
875 N. Palm Canyon Drlvi 
Phone 5373 


BUY SUNSHINE C H EA PLY 


Holiday or Retirement Homes — $4475 


H E R E 'S THE N EW EST ID E A on the California desert. Holiday or 
retirement homes for the price of an auto. Only $4475 cash for 
600 sq. ft.—1 bedroom, living room, fireplace, bath, kitchen, car­ 
port, in cement block Or you can build your own weekend home. 
B IG lots 150 x(>6'. Utilities. Leased tor 99 years. $7 month. No 
9 tied up in costly lots. Use $ to build home. Same plan as Stan­ 
ford University—first time offered on the desert. Homes now un­ 
der construction. 12 minutes out of Palm Springs—right on Ramon 
Road. Palm Springs High School district and busses to ranch—in 
the heart ol 1500 acre residential ranch. 15c phone toll. 
D R IV E OUT RAMON ROAD (across Freeway 99) to the end — and 


see these remarkable little homes going up now. Or write for 


details. 


HIDDEN SPRINGS RANCH OASIS 
CHARLES D O YLE — Original Owner of Smoke Tree Ranch 
1000 PALMS. CALIFORNIA. PH ONE 811 


HOME AND INCOME 
S U P E R DeLuxe furnished 
home 
and 
modern hotel 
room 
and 
apartments. Heated pool, room 
for more units, exclusive Tennis 
Club area, walking distance to 
town. 559.500. Small down 
PHONE O W N ER - 4230 


FOR S A LE store with living quar­ 
ters. 53,850 Easy Terms. $55 a 
month. 
[.mils Venger — Ph, 9383 or 5595 
A LL 
MEN 
A R E 
BR O T H ER S' 


SA C R IFIC E 
BY OWNER 


HOM E AND INCOME This lovely 
2 bedroom. 2 bath desert home 
plus artistic 
studio 
apartment 
and new heated pool on R-2 lot 
in warm South area close to 
Village has just been reduced to 
528.500. for quick sale. Phone 
4927 or 9724 for appointment. 


OPEN HOUSE 


CANON DRIVE 


(SOUTH of Ramon, 
opposite St. 
Theresa's i 3 bedrooms. 2 baths. 
100' lot 
paved drive Decorator 
colors throughout A MUST S E E 
VA LU E at only 515.975 - 52500 
down. 
GANNON REALTY CO. 
Ph 2772 


2735 


O W N ER 
S E LLIN G 
B E A U T IF U L 
N EW MODERN HOME, in exclu­ 
sive Mérito Vista. 3 bedrooms. 
2 baths, on 100' x 254' fully land­ 
scaped lot Heated 40’ pool, guest 
house and bath, even room for 
tennis court 
Phone 5494 
Shown by Appointment Only. 


I 
Phone 5005 Kor Classified Ads! 


TRUE VALUES 


L E V E L residential south end lot 
100' X 100' — $4950. 


MODERN 3 bedroom home, re­ 
frigeration cooling — south end 
location. 20 year loan, low down 
payment. $28,000. 


10 
BE A U T IF U L 
bedroom 
units 
with pool. 
ADOLPH ISRAEL 
Realtor 
"T H E BU Y E R S B R O K E R " 
671 N. Palm Canyon 
Ph 2981 


BY OW NER—New. 2500 sq. ft. liv­ 
ing area—700 
sq 
ft. 
covered 
patio—520 sq. It. double garage. 
Large 
Lot 
all 
walled. 
Large 
Swimming 
Pool. 
Every 
room 
large. 
3 
Bedrooms, 
4 baths, 
living room, dining room, kitchen 
with all 
built-ins. 
The 
finest. 
Laundry room and more closets 
than you've ever seen. Finest 
location Fourth bedroom can be 
attached — 549,500. 
Also others 
from 519.500 up. Phone DARWIN 
The Builder. 2305—Eves. 7116. 


*5275 F U L L P R IC E — Like New 
2 bedroom home, everything fur­ 
nished. Move in. start living. 
Mr Crikelair, Tramview Trailer 
Park. 


FOR 
B E T T E R R EA LT Y D EALS 


S E E 
ADOLPH ISR A EL REALTOR 
671 N. PA LM CANYON D R IV E 


3 BEDROOM 
2 bath home 
Ex ­ 
clusive 
protected 
area, 
lovely 
garden, room for pool. Phone 
5572 (or appointment to inspect. 


IT'S A REVELA T IO N many dis­ 
cover every day the marvelous 
result power of Classified ads. 
Phone 5005. 


3 BEDROOM home. l.V x 30 heat­ 
ed and filtg-cd pon!, this week 
end only *14.950. Phone 6600. 


f x r u w w - r - i- i - v " ~ 
^ A 
CATHEDRAL CITY 


Special Buys 
T R A IL ER PARK 
40 MODERN spaces with 
pool. 
Also furnished 
apartment 
and 
semi-furnished home. February 
gross was 51380— imagine only 
$12.000 down on 
full price 
of 
545.000. We have all the details. 
So phone or come in. 


W E ALSO have a 10-acre site in 
good location—perfect for trailer 
park 
This can 
be leased 
or 
bought. See us for details. 


A C R EA G E 
W ITH 
A 
F U T U R E 
Some with Saltón Se. frontage. 
Ready for immediate subdivision 
See us today! 


LOTS 
IF you love a good view, we have 
some lots you will like—priced 
right! 


HOMES 
W E 
H AVE 
S E V E R A L 
HOM ES 
priced from 57500. Let us show 
you! 
Jorgenson Realty 
CAL BROWN 
Associate Broker and Business 
Opportunity Broker 
* 
68-574 Broadway 
(Hiway 111) 
Cathedral City. 
Ph. 8-3401 


More Specials 


NEAT 1 Bedroom, garage 
$9500 
Large 1 bedroom, fireplace $10.500 
2 Bedroom, furnished 
$10.500 
New 2 Bedroom, carport 
$12.600 
New 2 Bedroom furnished $14.500 
2 Bedroom. 2 bath; rented $16.000 
2 Houses. 4 lots; view' 
$25.000 
HAVE Others. Let's Talk It Over. 
ALSO 
LOTS $1750 to $3500. A C R EA G E 
RUTH BILES 
REALTO R 
G E N E V IE V E M U RRA Y Associate 
744 BROADWAY (HIGHW AY 111) 
Cathedral City 
Ph. 8-3734 
Branch Office — Phone 8-6288 


C A T H ED R A L CITY 


4 "Sharp" Buys 


N EW 2 Bedroom ...............813.250 


N EW 2 Bedroom. 2 bath 
516.250 


3 
BF.DROOM, 
2 
bath Terrazo 
floors ............................. $22,000 


40 ACRES, Mecca 
59500 
53000 down. 
Canal water. 
JO H N SHARP 


68-555 Broadway 
(Hiway H D 
Cathedral City 
Phone 8-8303 
Evenings Phone 8-6565 


FO R BEST BU Y S S E E 
Carl Mayfield 
R EA LT Y 


68-472 Broadway 
Ph. 8-7024 
Across from Bank Cathedra] City 


INDIO BRANCH 
81-777 Hiway 111 
Ph. 7-5917 
PA U L K R A M PE — Associata 


C H A RM IN G 


2 BEDROOM and den home lanai 
2 years old. Designed for year 
around 
desert. living. 
Custom 
decorated, 
open 
beams 
Fire 
place, lots of tile. Landscaped 
double lot. $14.500 with drapes 
PH ONE 8-3642 or 8-5903 
698 " F " St.. Cathedral City 
B Y OW NER 


RANCHO M IR A G E 


SO QUIET 
AND PEACEFUL 


THIS 
C O M PLE T E LY 
furnished 
spacious I bedroom home offers 
Charm and Privacy, situated on 
‘a acre lot. completely banked 
with oleanders. In Rancho Mi 
rage $13,500. Terms. 
TED SMITH 


REA LT O R 
Associates 
Col. McColly—Cliff Young 
Art Newman 
71-691 Hiway 111. Rancho Mirag« 
Ph. P.S. 8-5022, evenings Ph. Clift 
Young 8-4604, Art Newman. 7191 


PA LM D ESER T 


R-3 Property 


LO V ELY 2 Bedroom with guest 
house 
Only $15.500 
A R E A L Court bargain: 6 Units 
$30.000. terms. 
Clark Realty & 
Insurance Agency 
C. E 
McCORMICK ASSOCIATE 
N EW LOCATION 
68-857 BROADWAY 
CATHED RAL CITY 


N EW SPACIOUS 1 BEDROOM 
Near Shadow Mountain Club 
Furnished or Unfurnished 
By Owner—Phone P.S. 7149 or 
Palm Desert 76-4031 


THOUSAND PALM S 


PLANNLNG TO M O VE? A Class) 
ftcd ad will quickly bring buyer 
for things you don't want to tak 
along. Phone 5005. 


BANNING 


ONE Bedroom Furnished Home 
59500 — $1500 down Balance $7! 
month 
1746 W Williams.. P O 
Box 372 
Beaumont, 
or 
phon« 
owner V I 9-2027. 


Real Estate for Sale 
35 Real Estate W anted 37 Apartments for Rent 43 Houses For Rent 
46 


D ESER T HOT SPRIN G S 
A Quality Home 
N E A R L Y N EW - Nestled in a 
D E S E R T G A RD EN SETTIN G of 
iv> acres. Desert Hot Springs 
area. TWO LA R G E BEDROOMS 
E X C E L L E N T CLOSET SPACE 
T IL E D BATH SPACIOUS L IV ­ 
ING. DINING ROOM COM BIN­ 
ATION. Modern kitchen, lots of 
cupboards, disposal, stove, re­ 
frigeration. washer and dryer. 
Healthful and quiet . . . E X ­ 
PA N SIV E 
V IE W OF 
MOUN­ 
TAINS, A value at $13,750 . . . 
$5000 down. 


CLIFFORD BABIN 
REALTY CO. 
Corner Palm Dr and Pierson 
PHONE D.H.S 
4 2781 
Evenings D.H.S. 4-2301 


T H UN D ERBIRD 
ADJOINING 
THUNDERBIRD 


ON COUNTRY CLUB D R IV E 


Luxurious 2 bedroom, 2 bath home 
with double garage. 
Glass-enclosed living room, 26 x 25. 
terrific view, fireplace. 
Refrigeration and forced air heat. 
Icemaker. range disposal. Drap- 
efies and wall-to-wall carpets. 
Built-in TV, Hi-Fi player. FM. 
Ample storage, many built-ins. 
$39,500 
($42,500 furnished i. 
E x ­ 
cellent terms. 
Owner — Ph. Palm Springs 8-7303 
or Palm Desert 76-4931 


BASS LAKE 
WHEN IT'S HOT 
TH IS summer move to cool BASS 
LA K E. Yosemitc area. GOLF. 
BOATING. SKIIN G, FISHING on 
7 mile lake. Send for free pic­ 
tures. Details on C O U N T R Y 
C LU B 
ACRES EA SY TERM S 
Acre $1350 up 
John 
Adams, 
Realtor. Bass, Lake. 
Calif, 
or 
PH O NE PA LM D ESERT 76-5156 


LA QUINTA 


B Y OW NER to Settle Estate. 2 
bedroom and den. huge fireplace 
sun deck, garage Large corner 
lot. fenced. 
Entirely 
different, 
furnished $16,500 or unfurnished. 
PH ONE 8-3341 


ATTRACTIVE partly furnished 2 
bedroom 
and 
den 
Fireplace 
large lot fenced 22-55 Mendoza 
Also 3 building lots. 


TWENTY-NINE PALMS 


I A C RE Tract 330' on Amboy High­ 
way. 12' x 16' Stucco cabin. $2500 
P O. Box 591, 29 Palms, Calif. 


Exchange* 
36 
BIG BEAR 


MOST 
BEA U T IFU L 
HOME 
IN 
B IG BEA R — 5 bedrooms com­ 
pletely furnished. Priced to sell 
for $19,500—Will trade for Palm 
Springs or L A iota, home, in­ 
come, or Trust Deeds. 
Peter B.Sheptenko 


475 N. Palm Canyon Drive 
PH ONE 2727 


7957 AIRFLOAT 
) FT. Travel Trailer, anadized, 
carpeted, quilted 
spreads, 
full 
bath, best awning, electric and 
hydraulic brakes 
3 months old 
Sell or trade for Palm Springs 
property—2 or 3 bedroom house. 
See Lot B-56. 
Rancho 
Trailer 
Park, after 4 p.m. weekdays and 
all day Sunday. 


CONSIDER TRADE ON 
LOS A N G ELES apartment, $100(1 
month 
income, 
for 
home 
in 
Palm Springs. 
70 A C RES clear — near 
Palm 
Springs — for income. 
$80,000 HOME, clear. Los Angeles 
—for Palm Springs. 
P. 0 
BOX 106. Beverly Hills 
PHONE: Webster 8-5124 


4 ACRES clear on Cook Street be 
tween Palm Desert and Indian 
Wells. Value $14,000 Will trade 
for Long Beach vicinity . will 
add cash and assume. Descrip­ 
tion Lots 8. 9. 10. It Assessors 
Plat 16 Map 20 Riverside County 
Tax 1956 — $80 Will cooperate 
Dick Racine Realtor. 1029 East 
Broadway, Long Beach H E 63739 
WANTED 
,M SPRIN G S Income unit with 
ioI in exchange for good West 
3s Angeles home and 5 ’units 
ave some cash. Ph. Ed Brav- 
mon. Broker. 
BR. 2-7103 or 
rite 11317 National Blvd , Los 
ágeles 64. 


LIST WHAT YOU HAVE 
TO SELL, RENT OR TRADE 
WITH PALM SPRINGS 
MOST PROGRESSIVE OFFICE 
Peter B.Sheptenko 
THE PIONEER REALTY CO. 
OF PALM SPRINGS 
475 N. Palm Canyon Drlva 
Phone 2727 
WE NEED 
MORE 
LOTS — HOMES 
ACREAGE AND 
INCOME PROPERTY 
JIMMY GEORGE 
"T H E BU ILD E R S B R O K E R " 
508 INDUSTRIAL PLA C E 
PHONE 7149 or 6366 


Industrial 
38a 


PA LM SPRIN G S W AREHOUSE 
AND LOT $6500. MANY INDUST­ 
R IA L USES. 
PH. 6473 


Business Rentals 
38 


W AREHOUSE, SHOP $60 
RENTAL. ANY USE. CLOSE 
LN PALM SPRIN G S PH. 6473 


LA R G E upstalra office for lease 
C EN TRA LLY LOCATED 
Phone 5101 or Evenings 7154 


Wanted to Rent 
39 


PERMANENT RENTER 
PARTS man for Stack Chevrolet 
wants 2 
bedroom home year 
'round. Phone 2042—ask for Stan 
in the Parts Department. 


Rooms (or Rent 
40 


$5 DAY $25 W E E K AND UP 
ROOMS AND APARTM ENTS 
Pool, Center of Town, Parking 
VILLA VICTORIA 
PH O NE 2957 


ATTRACTIVE new corner studio. 
Private hath and entrance. Frig- 
idaire. Pool—exclusive location— 
for discriminating gentlemen. 
PHONE 6607 or 2686 


NOW screening applicants for sea­ 
son 1957-1958. with privilege of 
sharing or subleasing. 


T H E 
most 
beautifully 
designed 
and exquisitely furnished apart­ 
ment home In 
Palm 
Springs, 
customed furniture with hand- 
woven fabrics and drapes. Spa­ 
cious liviflg room with open fire­ 
place. 
large 
bedroom, 
private 
patio. Enclosed pool area, shut- 
fleboard. 


REA SO N A BLY 
PR IC E D 
WITH 
U T IL IT IE S AND TV. 
Grenfall Oasis.- 575 Grenfall Road 
PH O NE 6258 


S E E these New View Apartments. 
Bedroom. Living room, Dinette, 
full 
Kitchens. 
Baths. 
Carpets. 
Custom drapes coolers. TV con­ 
nection. 
Heated 
filtered 
pool 
U N FURN ISH ED . 
Adults 
36-957 
Melrose Dr., 2 blocks East of 
Sunair Theatre. 


THE FONTENELL' 
Palm Springs newest Ultra Mod­ 
ern 
Luxuriously 
furnished 
1- 
bedroom apartment homes, car­ 
ports, enclosed heated Pool. Sea­ 
sonal or annual basis. Adults. 
238 Avenida Ortega. Ph. 3587. 


CASA M ARG ARETA 
N EW luxuriously furnished studio 
apartments. 1 
and 2 bedroom 
apartmenls Full kitchens Hotel 
Rooms. 
Heated 
Pool. 
Weekly 
Monthly or Yearly. Special rales 
336 Paseo E l Mirador 
Ph. 5385 


FO R Adults only, on lease, de­ 
luxe 
1 
bedroom 
unfurnished 
apartment includes Frigidaire. 
siove, private patio, TV Cable, 
New. Must be seen to appre­ 
ciate. 587 Calle Ajo. Ph. 2406 


423 NVEL A VE. 
D E L U X E R EN T A L — brand new 
luxurious 1 Bedroom and studio 
apartments. Phone 5685 


T H E SUN N E V E R SETS on Classi- 
fied's actlon-power. For an ad to 
work around the clock filling a 
need for you, dial 5005 


C LEA N comfortable room. Private 
entrance, walking distance, man 
Ph 4685 or 9580 after 6 


WALKING distance, 
private 
en­ 
trance 
and bath, 
refrigerator. 
689 Camino Parocela. Phe. 4080 


E L M IRADOR D ISTRICT 
LO V ELY room, separate entrance 
privileges. $50 mo. Phone 4439 


VISTA D E L CHINO 
H EA T ED 
A F IL T E R E D POOL 
MODERN 1 bedroom apartments 
1535 N. Indian Ave. 
Ph. 5298 


G U EST house furnished. Suitable 
two persons. Separate entrance. 
*90 mo. or $75 mo. on lease 
1507 San Jacinto Way 
Ph. 9138 


D E L U X E 1 bedroom apartment, 
Heated 
Pool. 
TV, day, 
week 
month. Reasonable. Ph. 6720 


N EW — Unfurnished 1 Bedroom 
Apartment. Unsuitable for chil­ 
dren or pets. 571 Desert Way. 


3 TERRIFIC 
RENTALS 


MODERN D E L U X E 
2 BEDROOMS. 2 baths, fireplace 
large glass sliding doors opening 
onto 
a 
beautiful 
SWIMMING 
POOL 
Completely 
furnished. 
$600 per month. 


SOUTH EN D HOME 
B E A U T IF U L L Y FU R N ISH ED -3 
bedrooms, 3 baths, lanai. large 
POOL, outside bar and dressing 
rooms. Completely walled 
and 
landscaped. $1200 per month. 


TRO PICAL M O DERN E 
SHOW PLACE 
6 BEDROOMS. 5 baths — 4 fire­ 
places 
Huge lanai with sliding 
glass donrs overlooking a beauti­ 
ful SWIMM ING 
POOL 
Large 
walled and landscaped lot 
Lo­ 
cated in Mérito Vista, the finest 
location in Palm Springs. $1200 
per month. 
Peter B.Sheptenko 


475 N. Palm Canyon Drive 
PH O NE 2727 


Uiad Cart for Sola 
70 


A LO V ELY 2 Bedroom home in 
Rancho Mirage Pool. Landscap­ 
ed yard. TV $175 on 8 months 
lease or $400 a month. 71510 San 
Gorgonio Road. 
Phone 8-4608. 


1 BEDROOM 
unfurnished 
home 
Stove, refrigerator, porch, trees. 
Permanent 
couple. 
402 
North 
Calle Santa Rosa. 
8 MONTHS—now until Nov. I, Tah 
quitz Estates, 2 bedroom home. 
Swimming Pool, $310 Montn. 
PH O NE 9241 


N E W Doll 
House, 
2 
bedrooms. 
Rancho Mirage — $125 month 
Osborne Realty. 8-8324 or 4157 


U N FU R N ISH ED 1 bedroom house 
$80 mo adults. 518 E l Ciclo Rd. 
PH ONE 3414 or 9165 


Trailer Rentals 
49 


17' T R A ILE R for rent. Park priv­ 
ileges. Palm Valley Trailer Vil­ 
lage. 
Phone 8-3399. 


Musical 
Instruments 
50A 


. ! • 
ATTRACTIVE front room. Private « ROOM apartment, cozy, clean, 
entrance and bath. 
comfortable. Walking 
distance. 
PH O NE 6139 
Sleeps 6 — Phone 3373 


N EW 
S PIN ET 
PIANO 
- $475 
N EW E LEC T R IC ORGAN - $593 
Used Pianos and Organs 
36 MONTHS TO PA Y 
Expert Piano Tuning 
YATES MUSIC CO. 
Plaza corner Indian 
Ph. 2838 


ATTRACTIVE 
bedroom, 
private 
bath and entrance $55 month. 
Phone 7232 after 3 p.m. 


N IC E quiet room and bath in pri­ 
vate home 
Cooking privileges 
$55 monthly. 
Phone 2478. 


$50 MONTH $15 week Private en 
trance, half hath, South vEnd. 
PH O N E 2991 


For Sale or Rent 
41 


FU RN ISH ED or unfurnished 3 bed­ 
room—2 bath home. Large en­ 
closed yard, child welcome. Ex­ 
cellent location, near schools and 
buses. Pool Privileges. Reason­ 
able. Owner. 
Phone 9185. 


Apartments for Rent 43 


BRAND new large Deluxe 1 Bed­ 
room 
unfurnished 
apartment, 
soundproofed, 
disposal, 
eating 
bar. Huge Closets, Patios. TV 
Cable, 
Adults. $110 month on 
lease. 570 Desert View Drive. 


N EW beautifully furnished apart­ 
ments in Rancho Mirage. Pri­ 
vate Palios with 
lovely 
view. 
$150 mo. Permanent basis 
PH O NE 8 8354 


BRAND new attractive unfurnish­ 
ed 1 bedroom apartments, also 
furnished studios Healed pool. 
TV antennas, new quiet district 
i 595 Thornhill Road. 


N EW large studio apartment, com­ 
pletely furnished, wall to wall 
carpeting Pool. Television Lots 
of closets bv month or year 
835 CAMINO R E A L - Ph 
7013 


2 BEDROOM FU R N ISH ED bunga 
lows. Week, month or year. Pool 
COL. WARD W OOLDRIDGE 
238 E. Palm Canyon Dr.—Ph. 2360 


GORGEOUS deluxe 10 acre San 
Fernando Valley Estate $175,1X10 
Trade for Palm Springs business 
or income property 
Phone Los 
Angeles. STanley 7 2293 ask for 
Mr. Cramer. 


1 H A VE SOME 
E X C ELLEN T TRADES 
i Inflated Junk. Please. 
L. WARD W OOLDRIDGE 
Palm Canyon Dr. 
Ph. 2360 


rOR BEST RESULTS 
List Your Property 
With Adolph Israel 
lor 671 N. Palm Canyon 


ID A BLE Trailer, will trade 
•al estate or what have you? 
PHONE 6243 


2 ROOM garage apartment, suit­ 
able for bachelor, near Desert 
Inn finest location $150 per mo. 
PH O NE 2255 


C O M PLET ELY furnished in mod­ 
ern. 1 bedroom apartment week­ 
ly *105. Monthly 1285. Phone 6405 
1821 East Amado, 
DELUXE UNITS 
NOW leasing annual rentals Ten 
Tennis Club area. 
Phone 6542 


STUDIO 
Apartment, 
Kitchenette 
and bath, private entrance. Car­ 
rier 
Air 
conditioned. 
Utilities 
Paid—Phone 4813 after 4 


SU BLET partially furnished 1 bed 
room 
apartment 
Magniticent 
View 
Ph 7267 before 8 30 a m. 
or after 6 p.m. 


ONE Bedroom Furnished Apart­ 
ment 
Walking distance, adults, 
no Pets $100' Discount for lease 
PH ONE 3622 


FO R R EN T — beautifully furnish­ 
ed duplex, 
prefer middle 
age 
couple $125 mo No pets. Ph 5357 


Desert Sun 
Thursdoy, M orch 14, 1957 
15 


FU R N ISH ED 
Small 
Apartment, 
employed man. Reasonable 
697 "C ' ST., CATHED RAE CITY 


LO V ELY 1 
bedroom 
apartment. 
Healed pool. Yearly Lease. 
PH ONE 3772 


B E A U T IF U L new furnished 1 bed­ 
room 
apartment. 
TV 
Cable 
Lease or rent. Reasonable. 9148 


2 ROOM furnished apartment, twin 
beds, adults, no pets. $60 mo 
925 Radio Road, Phone 5933 


FU R N ISH ED new 1 Bedroom $100 
1 Studio $75. Warm Sands Area 
TV Cable. 
PH ONE 2461 


U N FU RN ISH ED New Deluxe 1 
bedroom. TV Cable, Reasonable 
511 Chockwalla Rd.. Ph. 3285 


D E L U X E studio with den Private 
entrance. Walking 
distance 
to 
Village. 
Phone 5930. 


N IC E studio apartment, twin beds, 
utilities. 
Reasonable 
Yellow­ 
stone Apartments. 232 S. Belardo 


1 BEDROOM unfurnished — near 
Safewav and Thrifty, $70 per mo. 
R A LPH W EIN STEIN 
Ph. 2884 


Houses For Rent 
46 
OUTSTANDING 


BRAND new house and furnishings 
Near Finchey school. 3 Bedrooms 
2 hafhs. $300 month on lease 
GANNON R E A LT Y CO, Ph. 2772 


FU R N ISH ED 4 bedroom, pool. TV 
room. Restricted 
district 
$1000 
for one or two months or $2400 
for three months. 
B E A U T IF U L 
1 
Bedroom 
guest 
house. $250 per month. Ph. 5043 


O N E OF PA LM SPR IN G S F IN E ST 
I AND 2 bedroom. Day, week or 
month. Pool, TV in every unit. 
Bermuda Palms, 650 Indio Rd. 
Pn 9944. 


A RTIST'S R E T R E A T —Cute place 
on 
mountain 
side 
overlooking 
Palm Springs Heights and des­ 
ert. Reasonable 
PH. 8-3251 or see Desert Realty Co. 


POOL—lovely furnished 3 bedroom 
2 hath home Landscaped yard. 
$650 per month. 
M A R IE BUSCH 
Phone 6966 
GANNON R E A LT Y 
Phone 2772 


LO V E LY 1 Bedroom furnished- 
on ‘t acre—beautiful iVew. $90 
month on years lease 
Clark Realty & Insurance Agency 
68-657 Broadway, Cathedral City 


PA LM D E S E R T —2 nice 2 bedroom 
homes with fireplace. 2 carport, 
unfurnished. $125 month. 
T E D SMITH 
Phone 6-5022 


Wurlitzer Splnef Plano 
AND Bench. Mahogany Like new 
Sell for $400. terms if desired 
Call after 7:30 p.m. Palm Des­ 
ert, 76-3648. 


Radios & Television 50B 


14" A D M IRAL TV SET 
T A B LE M O DEL—M A K E O FFER 
Lot D-70. Rancho Trailer Park 
1563 S. PA LM CANYON D RIVE 
A FT E R 4:30 P. M. 
• 


AD M IRAL TV 17"; Also Portable 
Phonograph, reasonable. Private 
Party — Phone 7856. 


Household Coods 
50 
Clearance Sale 
GOOD assortment of chests and 
drawers, end tables, lamps, van­ 
ities, Showcases. New and used 
Rollaway Beds, baby beds, mat­ 
tresses, New Electric and Gas 
ranges, refrigerators. 
Come in 
and look around. The item you 
need might be here! 
PAVNY'S 
loot S. PA LM CANYON 
PH O NE 7342 
LAMP SHADES 
SHADES of all sizes to fit every 
type of lamp$1.95 
WROUGHT 
iron 
room 
dividers 
and floor screens—$29 95. Pull 
down lamps 
$12 95. Hide Away 
bed divan $189 95. 
Maher Furniture 
102 N. Indian Ave., Palm Springs 
PH O NE 7112 


2 HOLLYWOOD beds, cost S75. sell 
for $25. Glass pie case cost $50 
sell for $25: 3 rubber mats. 2 ft. 
6 inches by 6 ft. long new cost 
$50 sell for $30—920 Cottonwood 
Road — Phone 5850 evenings. 


HAW AIIAN Fish net tapa, bamboo 
bar, oil paintings, chest drawers, 
bed, pillows, fur coat 14. electric 
healer, battery charger. 8' Pilco 
refrigerator 
Mori Scot, Rancho 
Trailer Park. 


NEW AND U SED 
R E FR IG ER A T O R S and W ASHERS 
PH ONE 8 3354 
Anthony's Refrigeration Co 
864 Broadway 
Cathedral City 


BLO N D E Dinette Set—consists of 
table, 6 chairs, china closet $175 
Corner 
Durango 
and 
Madera, 
LaQuinta — Phone 9 3220 


A PA RTM EN T size Kenmore gas 
range. 
Good condition — $50 
67 183 Santa Barbara Dr., off 
East Ramon. 


4 BEDROOM , 3 bath La* Palmas 
home. Heated pool. 
Beautiful 
furnishings. 
$800 
per 
month. 
Phone 2319. 


FU R N ISH ED 3 bedroom, l ' i baths 
south end On lease. 
PH ONE 9538 or 7062 


ALMOST new 
Admiral 
refriger­ 
ator. Make offer. 346 E , Amado 
Rear Apartment. 
Phone 2591 


DAVENPORT 
G.E. 
Roll-Away. 
Vacuum 
Cleaner, 
spring 
and 
Mattress. 
Phone 3496. 


SOFA, G E. Roll-Away. Vacuum 
( leaner, single spring and mat­ 
tress. 
Phone 3496. 
' 


SALE ! 
SALE ! 
PRICES JUST REDUCED 
NOW! 
. ‘ 
IS THE TIME TO ACT! 
1952 CHRYSLER ..........................$695 


SARATOGA 4 DOOr. AUTOMATIC D R IV E. W H IT E SID EW A LL 
TIRES, C O M PLET E MOTOR O VERH A UL 
1953 F O R D .................................$895 


4 DOOR SEDAN, CUSTOM Vg. RADIO, H EA T ER . FORDOMATIC 
1955 CHEVROLET.......................$1295 


1 DOOR SEDAN, RADIO, H EA T ER 
7955 FO R D .................................$1495 


CUSTOM 2 DOOR. V8. FORDOMATIC, H EA T ER . 
W H IT EW A LL T IR E S 
1955 FO R D .................................$1795 


COUNTRY SEDAN. 4 DOOR STATION WAGON, 
V» EN G IN E W ITH O V ER D R IV E 
STACK'S CHEVROLET 
TWO LOCATIONS: 


330 SUNNY D UN ES AND 682 SOUTH PA LM CANYON 
PH O N E 2042 
— 
— 
PH O NE 9166 


Trailer! for Sale 
51 Trailer! for Sale 
IT REALLY 
MAKES A 
DIFFERENCE 


COM BIN E two extra feet in width 
and 27 years of Engineering ex­ 
perience with Eastern Workman­ 
ship; season with the finest ma­ 
terials . . . and serve with pride 


MR. AND MRS. PALM SPRIN G S 
THE A.B.C. 
10' WIDE 
IS YOUR DISH 


H and H 
MOBILE HOMES 
W H E R E Q UALITY IS K IN G 
68-087 H1WAY 111 
ACROSS SUNAIR DRIVE-IN 
PH O N E 8-8239 
1957 AIRFLOAT 


A-l - B E A U T IF U L - CLEAN 
30 FT,, 3 months old Travel Trailer 
Anadized. carpeted, 
full 
balh, 
quilted 
spreads, 
best 
awning, 
electric and 
livdraulic brakes. 
S E L L or TRADE 
for Palm Springs Property—2 or 
3 bedroom house. 
Lot B-56, Rancho Traile Park 
After 4 p.m. Week Days 
And All Day Sunday 


T H E SENSATIONAL 
DUBL - WIDE 
24' — 34' AND 40' 
1957 SPARTANS 
A L L SIZ ES TO 50' 
Market Trailer Sales 
1308 -8 th Street 
R IV E R S ID E , C A LIF. 
Phone OVerland 3 8080 


B E A U T IF U L 40' 1058 Fleetwood 
Large living room walk thru 
bathroom with tub. Picture win­ 
dows. 
nicely 
furnished 
Take 
Trade 
Murray's, 68 100 Hiway 
III. 
Next 
to 
Sunair 
Drtve-in 
Theatre. 


B E A U T IF U L 
45' 
Terra 
Cruiser 
with all extras will take in trade 
unimproved property, older trail- 
c or lurnilure See Mr or Mrs 
NJurray. 68 100 Hiway 111. Next 
to Sunair Drive in Theatre. 


51 


35' PAN AM ERICAN. 15 months 
old. Sava $1700. Like new. Sa­ 
hara Park 195. PH O NE 5043. 


Used Cars for Salt 
70 


1956 FLAMINGO, deluxe 44 ft— 
Special air condition. $4900. 
Days Phone 9753. Evenings 7079 


Trailer Space 
53 


PA LM V A L L E Y Trailer Village 
Spaces 
available 
monthly 
or 
W'pekly. TV. Healed Pool 
70-210 Hiway 111 
Ph 8 3.199 


Equipment Rentals 
58 


S T E E L tubular Scaffold, Rolling 
towers, rentals. 
PH ONE JE S S G A RD N ER 5173 


Building Supplies 
59 
ATTENTION!! 


CONTRACTORS, 
roofers, 
land­ 
scapes, 
nurseries, 
now 
from 
mine to mill all kinds 
Colored Rock Granules 


ANY size. 
Green, pink, purple. 
White, black, etc. by the sack or 
100 tons. 
O FF HIGHWAY 99 at 1000 PALMS 
7 Miles from Palm Springs 
JA M E S A DUNN M ILLIN G CO. 
PH O NE THOUSAND PA LM S 702 
OR P.S. 9562 FO R INFORMATION 


Misc. for Salt 
60 


No Telling 
What Some 
Folks Forget 


C HAM BERM AID S at an Ann Ar­ 
bor, Mich., holel. are still talk­ 
ing about an Indiana salesman 
who packrd his hags, paid hi* 
bill and drove away—leaving a 
mere $25.000 worth of diamond 
and pearl jewelry behind: For­ 
tunately one of the maids had 
turned the jewels over the the 
manager. 
IF you forgetfully leave nmelhing 
of value you know not where, 
chances are an 
honest 
findrr 
will return it if you fell him who 
vmi are through a Classified Ad. 
iPhone 5005 at oncc. 


B E A U T IF U L 1957 - 48 ft 2 bed 
room. Flamingo 
4 weeks 
old 
Sacrifice See Harry Heath. man 
ager at Blue Skies Trailer Vil­ 
lage, Phone 8-5555. 


48 FT., Deluxe Flamingo. 2 full 
size private bedrooms, awning, 
patio furniture, complete. Used 
2 
months, 
inquire 
tail 
D-118, 
Blue Skies Trailer Village. 


A L L Aluminum 1949 25' Kit Large 
living room, lots 
of 
windows. 
Triced to sell fast 
Murray's, 
68 100 Hiway 111 next to Sunair 
Drive In Theatre. 


C UTE 16' Aljo— 1955 Model 
Bu­ 
tane light lank and pump Sleeps 
5. now $1195. Terms 
Murray's. 
68 too Hiway 111, Next to Sunair 
Drive in Theatre. 


FISH ER M A N 'S special. 
18' Star- 
lmer. clean, only $395 Murray's 
68 100 Hiway 111, Next to Sunair 
Drive in Theatre. 


1955 ROADCfiAFT 28' with bath 
room, sleeps 6, air cooler 
Set 
up on lot 
A real Bargain 
PH O N E 8-3693 


33 FT Trailer, Cabana. Ramada 
2 baths. 2 carport, lovely fenced 
corner lot. Space D-58. 
Rancho Trailer Park. 


RAMADA, Boles Aero Trailer, car 
port and 
Storeroom, 
beautiful 
location 
Rancho Trailer Park, 
C-44, Circle Drive. 


W ANTED—Tgailer. late model 25' 
or 30' by private 
party. 
Pay 
cash. 
Phone 8-6374, 


1950 SPARTAN Royal Mansion im­ 
maculate. $3500 
Fred Stewart 
Orchard “ Trailer Villa. 


R E A D 
S U N 


C L A SSIFIED ADS 


FOR 
S A LE 
a 
beautiful 
large 
D ATE PALM Irre 
Phone eve­ 
nings 
Diamond 
8-4035 
Canoga 
Park, Calif.’ 


THE WEATHER ? 
DON'T BET ON IT! 


BUT HERE ARE SOME SURE BETS 
FOR DEPENDABLE DRIVING 


7955 THUNDERBIRD 
. . . . $2795 


. 
OVERDRIVE, RADIO. HEATER 


7955 MERCURY 
.........................$7995 


MONTEREY SPORTS COUPE THIS CAR IS LIKE NEW 
1956 FORD V 8 ............................... $7S95 


CUSTOM FORDOR, FORDOMATIC. RADIO. HEATER 
1954 BUICK .....................................$1795 


ROADMASTER, RIVIERA COUPE, ALL POWER 
1955 FORD V 8 .............................$7695 


FA IRLA N C E CLUB COUPE. FORDOMATIC, RADIO, H EA T E R 


7955 M.G.T.F. 1500 .....................$7695 


WITH W IR E W H E E L S - V E R Y SLICK 
1954 FORD V 8 .............................$1495 


VICTORIA, O V ER D R IV E, RADIO H EA TER. 
PO W ER ST E E R IN G AND BR A K ES 
1954 CHEVROLET.........................$7295 


B E L AIR C LU B SEDAN, 2 TONE PAINT 
PO W ER G LID E, RADIO, H EA T E R 


7955 CHEVROLET .........................$995 


BUSINESS COUPE. NEW PAINT 
1953 N A ,S H .....................................$895 


R A M BLER STATION WAGON. HYDRAMATIC, RADIO, H E A T E R 


7952 HILLMAN MINX . . . . $495 


CO N VERTIBLE. WANT 30 M IL E S TO T H E GALLON? S E E THIS! 


7952 STUDEBAKER........................ $350 


SED A N -R U N S R E A L GOOD 


SPECIAL' CONSIDERATION FOR NO TRADES 
WE WILL NOT BE UNDERSOLD 
BEN COWAN FORD 
66-359 H IG HW AY 111 
2272 
PHONE 
5046 


WE NOW HAVE 
ALMOST A 
C O M PLET E L IN E OF 
CHRYSLER — DODGE 
PLYMOUTH 
Station Waqons 
CAME IN AND 
LOOK THEM OVER 
Imperial Motors 
Imperials — Chryslers' 
Dodqes — Plymouths 


66 491 H IW A Y lit - PH 7789 
83-095 HIGHW AY 99 
INDIO 
PH ONE 7-3311 


N EW heavy duty 
'«-inch 
Drills 
$24 95; Used sfiiall electric hand 
saws $34 95 Valley Equipment 
66-451 Highway 111 
Phone 6415 


MAN'S 
Beautifully 
Hand 
tooled 
lop grain saddle Original price 
$475. Will sell for $210 Ph 5918 


N EW Nikon Camera 35 mm. with 
50 m.m. F-1 4 lens, never used 
PHONE 7319 


EN A M E L table lop Roper Stove 
High broiler. Very Cheap 
558 Highland Dr., Phone 4138 


Pet$-Poul.-Livestock 
65 


OUTSTANDING toy Poodles, Chi 
huahuas. Ynrkies, Poms 
Cala 
mesa and Hiway 99. Yucaipa 
Ph. P Y 7-6575— ‘ahour P.S. 


PER M A N EN T horse pasture near 
1000 Palms — shade, automatic 
cool 
water, 
good care. 
Indio 
7-7365. 


Poodles—Small Miniatures $100 up 
PO ODLE SHOP 
C A TH ED RAL CITY 
PH 8 8292 


T A LKIN G 
MYNAH 
B IR D 
and 
Cage $200 
Horizon Trailer Village, Lot 189 


DACHSHUND Puppies. 
4 
Weeks 
$50 — Bcaulies, Purebred, Male 
PH ONE 5489 


Nurseries 
66 


H O PPE S N U R SE R Y 
970 Broadway 
Cathedral City 
i'HONfc &-XÍW3 


PLAZA MOTORS 
OFFERS 
THIS LATE MODEL’ 
CAR WITH FULL 
I YEAR WRITTEN 
BONDED GUARANTEE 


1955 CADILLAC Convertible. Local 
nne owner car. Full Power. New 
rnbher, 2.1.000 miles. E l Dorado 
interior, Pacific Coral. 


• 
W E TRA D E 
PLAZA MOTORS 
CADILLAC and OLD SM OBILE 
290 
Indian Ave. 
Ph. 9807 


1951 C H EV R O LET COUPE 
Radio Heater — Good Condition 
PR IV A T E OW NER 
PH ONE 9380 or 4195 


R EA SO N A BLE 1954 Mercury cus­ 
tom. Mercomatic. 
New 
Radio. 
A-l condition. I owner car 
1395 GRANVIA VALM ONTE 


DODGE 
4-door 
custom 
Sedan, 
good tire*, new brakes, radio, 
healer. Excellent family car. See 
Bob Hamer, 523 Camino Parocela 


1956 CADILLAC Coupe De Ville 
62 
Perfect 
condilion — $4250 
Ph. 8-4646 — Mr. Chase 


1953 FORD Victoria. $950 or trade 
lor Travel Trailer. 
By owner 
Indio 7-3270 


VOLKSWAGON VAN. 1 Year Old 
Perfect Condition 
O W N ER - PH O N E P. S 8 3236 


1952 BUICK. S U PE R . $680 
P E R F E C T CONDITION 
877 "C " ST., Cathedral City 


PALM SPRINGS 
BUICK 
USED CAR 
'SPECIALS 
BELOW L.A. PRICES 


1955 BUICK ..... $2,195 
2-DOOR SU PER . RIVIF.RA 
DYNAFLOW. PO W ER ST EER IN G 
PO W ER WINDOWS 


1955 CHEV. 
$1,185 
2 DOOR. D R IV EN ONLY 
8000 M IL E S 


1953 BUICK 
.... $945 
VERY SHARP II 
A REAL BUY!! 


AND MANY MORE 
TO CHOOSE FROM 


AND FOR YOUR 
Shopping Convienes 
Open Evenings 
'Till 9 P.M. 


ALL DAY SUNDAY 
PALM SPRINGS 
BUICK 


68-406 HIW AY I I I 


PH O NE « 4001 
PA LM SPR IN G S 
Transportation 
Special 


1951 ST U D EBA K ER Regal Cham­ 
pion coupe. Low mileage, auto­ 
matic transmission, radio, heat 
ter $445. 


1951 DODGE 'H im Pickup 
Low 
mileage 
Very clean and in top 
mechanical condition $795. 


1951 
C H EV RO LET 
2 door, 
good 
mechanical condition. New tires 
$495. 


W E T R A D E 
PLAZA MOTORS 
CADILLAC and O LD SM O BILE 
290 N. Indian Ave. 
Ph. 9801 


1951 FORD CUSTOM, see al apart­ 
ment No. 6 after 6 p m,—Sunset 
Cottages, Cthedral City. 


1956 LINCOLN ' ■emier Coupe, 20 - 
OOO miles. i.u u ' car 
will sell 
83750 Ph. 9261—8 a m. to 5 p m. 


195.1 C H R Y SLE R New Yorker se­ 
dan $1195 terms or tfade. Owner 
1117 El Alameda — Phone 7547 


1957 CADILLAC 


COUPE DcVille, 
has 
everythin! 
including air conditioning, saw 
$500— Private Party. C-94 Jack 
Rcnny Road, Blue Skies Trailer 
Village. 


1948 C H EV R O LET 
PA N EL TRUCK — 8275 
PHONE 8-6791 EV EN IN G S 


I’lione 5003 For Classified Ads! 


1951 C H EV R O LET one ton PIC K 
UP 
Low mileage 
In excellent 
condition Spice 20. Desert Hills 
Trailer Park, Tramview area. 


STATION WAGON - 1949 
FORD, $295. CLEA N 
BY O W N ER — PH O N E 6473 


.i— t t - -rtf f tém 0A J - 


Planners Deny 


Country Club 


Shopping Area 


Pl»n» (or * Country Club -Es­ 
tate» «hopping center died quietly 
Inday following denial nf a change 
nf gone application by the County 
Planning CommiMlon 
The application wai denied 
an 
rom m iuionrrs agreed that a sup­ 
erm arket should he near an ar­ 
terial roadway rather than in the 
renter of a retidrntial develop­ 
ment. 
Plan» submitted to the commls- 
alon called for a toning change 
from ft I to C-P northeast of lla­ 
món Rojd. about I,MO feet 
be­ 
yond the city Umita. 


IN OTHER ACTION, the 
com 
miaaion approved plan» fur a new 
Cathedral City church. 
The C» 
thedral City Community Church 
will he 1 mwtrd south of Terrace 
Tload northwest of the Kant Ca 
thedral 
Canyon 
flood 
Control | 
Channel 
Construction of the church, 
on 1 
property now owned by Geraldim-I 
Gnndall, ia expected to start with I 
In a year. Rev, Jame» W. Arnold | 
pastor for the new church, said Í 
plans call for a sanctuary, 
play- j 
ground. Sunday School, chapel and 
social hall for the 300 parishoner. 


TIIE COMMISSION also apprnv 
ed a coning variance for creation 
of a Junior am ateur speedway for 
children s one-quarter midget rac 
Ing cars at Palm Desert. 
The non profit 
track, planned 
by Jack Cunningham. Is off High 
way III near the riding stables. 
Land for the course I» being do 
nated hy Cliff Henderson 
It will 
be used exclusively by area child 
ren aged 4 
to 14 who own their 
own 
two 
horsepower 
quarter 
midget cars. 


POWERED BY 
washing 
ma 
chine motors, the stubby vehicles 
are capable of apceds up to 25 
miles an hour. 
A six-foot highway setback wsa 
approved for a new subdivision in 
the Tamarisk Country Club area 
The application requested the set 
bark for 14 homes which will 
he 
arranged In a circular pattern fac­ 
ing a communal swimming pool 
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3-Unit Audio-Visual School 
No Longer Required, Report 


WOMEN EAVOR SEWER BONDS, reports the campaign 
committee for a "Yea" vote. Sixteen Palm Springj 
women lunched at the Palm Springs Biltmore to dis­ 
cuss campaign strategy for the March 19 sewer bond 
election. They heard details of the program discussed 


by Mra. Berta Sanders, Women's Chairman, City Offi­ 
cials and financial Specialists. Clockwise around the 
luncheon table they are. left lo right. Mesdames Sand­ 
ers. Ruby Aikin, Margot Morrison, Edna L. Brott, Mary 
Picked, Dorothy Groth, Hazel M. Gross, Dorothy Freund, 


Phyllis Levin, Gayle Burns, Pat Batungarten 'of 
Hanauer & Co., Beverly Hills', Mabelle Noyes. Geraldine 
Fredericksen. 
Marge W asserman, and Adele Colgan, 
Miss Nancy Fitzgerald and Mrs. Peg A. Marx. 


Many postal patrons are still 
needlessly writing "m ay be opened 
for postal Inspection" on 
parcel 
post 
packages, 
Rancho 
Mirage 
Postm aster Sid Greenlcaf 
said 
today. 
Greenlcaf said Postm aster Gen­ 
eral Arthur E. Summerfield 
had 
asked postmasters throughout the 
country to call public attention to 
the fact that it is no longer neces­ 
sary to take the time and trouble 
to put the nujalion on parcel post 
A recent rule change abolished 
the requirement that scaled parcel 
post packages contain the notation 
or be subject to higher postage 
rates. 
Form erly, if the mailer 
sealed the parcel post package and 
did not indicate that it could 
be 
% 


New York ha* 125 institution* of 
higher education, more than 5,000 
elementary schools, and 1.270 pub­ 
lic 
high 
schools, 
junior 
high 
school* and academic*. 


opened for postal inspection. 
It 
was subject to the higher first- 
class 
postage 
rate, 
collectible 
from cither sender or addressee. 
Postm aster Grccnleaf said. “The 
new rule not only cuts out a both­ 
ersome bit of red tape, but i* pre­ 
vent* mailers from being charged 
with high postage fees because of 
a small oversight." 
Z U D 
R E M O V E S 
muían 
fisw IATHTUIS - SINKS 
kstlssu sf COBBED POTS 
III! FLOORS ■ METALS 
AUI0 BUMPERS 
ALUMINUM 
STORM WINDOWS 
FR6E SAM PLE 
fttO IS soto 
«••• — 
S i " 
II GROCERS. 
RUST AIN PRODUCTS 
MARDWANE OtPT. 
FAiRLAWN. NEW JERSEY 10 OKI StORES 


Fair Bleacher 


More Days to 
PALM SP R IN G S 
SEW ERS 
Vote Y E S 
March 19th 


REND CONTRIBUIOS'* TO 
Citizens Sewer 
Improvement 
Committee 
111 N. Palm Canyon Dr. 


Way at Hemet 


Work If nndej way at the Hemet 
Fairground*, home of the Farm 
er«* Fair of Riverside County, on 
moving of the arena and bleacher* 
to a new location some .TOO feet 
east of it* present site, it waa an 
nounced this week by Fair Manag 
er Bud Hudson 
The move. Nelson said 
I* to 
make way for the proposed new 
Junior F air Cattle Building, 
on 
which the Forty-sixth District Ag 
ricultura! Association, sponsors of 
the 
Fair, 
will 
open 
bids 
March 22 
If the hid opening result* 
In 
contract for construction of 
the 
new building, work will begin im 
mediately with 
an 
eye toward 
having the new cattle headquart 
ers ready for the 1957 Hemet Fair, 
August 21 through 25 
The bleacher moving job Is be 
ing handled hy the Hemet firm of 
Slaton and Rhodes 


BILL R A SH A LL 


Unedited 


Topg in Slogan* 
SALT LAKE CITY. IP - Motor 
1st» from the 
Ix>n* Star Stair 
atarted it by placing paper ovals 
in the rear windows of their cara 
reading "Built In Texaa by Tex­ 
ans." Californians countered with 
the slogan. "Built In California hy 
Indians " 
Now a Salt Lake driver 
carries In the back window of his 
tiny Volkswagen the legend "Built 
in the Black Forest of Germany 
by elves ” 


At least 42 different minerals 
have been found In an area five 
square miles at Magnet Cove. Ark. 


A M B U LA N C E SERV IC E 


A M B U LA N C E 


SERVICE 


WIEFELS AND SON 


666 Vella R oad, Palm S p rln g i 
Phone 2977 


Moat prospective fathers strut 
high wide and handsome in the 
belief that the newcomer will he 
a boy. There are few who actually 
first want a girl and this seems 
to be universal for some reason 
or the other. 
Now I am more than thrilled 
with the little gal I've got at 
home by the name of Kater and 
I do not know that when the child 
is born, be it girl or boy, both 
parents are elated. 


PAT O'DEA AT Don the Beach 
comers keeps telling the world 
that he cares not whether the 
child he Is expecting is son or 
daughter, but privately it is known 
that he is a-wishing for a son. 
Now In our building fhere Is 
one Don Klotzbuecher, city editor, 
who will tell all and sundry that 
he experts a son When I said that 
his baby would be a girl he im ­ 
m ediately wanted to wager at 
least 25 cents that it would be 
boy. 


BE THAT AS IT m ay, along 
comes my friend, Charles Irwin 
who is partial to boys and he 
is of the opinion that P at O'Dea 
will be the father of a boy. With 
that belief he submitted the famous 
poem authored by Bobby Horna 
so many years ago Irwin knows 
the lines by heart and has re 
cited them hundreds and hundreds 
of times. 


So herewith wt respectfully qu­ 
oit the poem In full dedicated to 
the prospective parents, Gretchen 
Klotzbuecher and Agnes O'Dea. 
hut particularly lo the prospect 
ive fathers, Don and Pat. 
My SON 
My Son, what-wonderful beauti­ 
ful words 
My 
Boy- 
what 
a 
wonderful 
phrase. 


W e're counting the weeks 'till 
you come to us 
The weeks, the months and the 
days. 


The new little stranger some 
babes are called 
But that a not what y o u rt go­ 
ing to be. 


With double my virtues and half 
of my faults, 
You can't be a stranger tn me 


Your m other's as straight as 
sapling plant. 
The cleanest and best of her 
clan. 
You're bone nf her bone and 
flesh nf her flesh 
And with G ods help, well make 
you a man. 


Soon I will hold you in two 
strong arm s 
You lhat will howl for joy. 
With a wonderful, beautiful, pas­ 
sionate pride 
Because you're just — my boy. 


And you will lie in your m other's 
arm s 
And croon 
at your Mother's 
breast. 
And I'll thank God that I'm 
there to shield 
The two that I love best. 


A wonderful thing is a breaking 
wave 
And sweet Is the scent of spring. 
But the silent voice of an un­ 
born babe, 
Is God's most wonderful thing 


W ere listening now for that 
silent voice 
And wailing, your Mother and 
t. 
Waiting to welcome the fruit of 
our love, 
'TUI you come to us, by and bye. 


We re hungry to show you a 
wonderful world 
With wonderful 
things to 
be 
done 
W ere aching to give you the 
best of both. 
We r« lonely for you — My Son 


B IT AS THE LORO gives he 
also takes and so we here wish 
to publicly express our heartfelt 
condolence to Phat and Alice Gra 
el linger whose son 
Bob passed 
away Tuesday and was laid to 
rest today at 1 1 a m. at C hrists 
in Ontario. 


To the Firehouse 


MILWAUKEE. KB — Frank La- 
becki drove a 
blazing 
garbage 
truck to Engine Co, No. S3. The 
firemen hauled nut short lengths 
nf hose and extinguished the burn­ 
ing garbage. 


A FINAL REPORT TO THE CITIZENS OF PALM SPRINGS! 


FUTHER INFORMATION 
ON THE MARCH 19 SEWER BOND ELECTION 


In prevloua reports. wo havo given the residents nf 
Palm Springs tem plete infnrmatlon about the rests 
of eur saaitatten program. The financial reports have 
shown that the entire project ran he financed at 
reasonable eosts. The benefits to our entire commun­ 
ity will he substantial. While the cost Is important, 
there are other facts which wo all should think about. 


Palm .Springs Is a modern City In almost every re­ 
spect. Our sanitary facilities should kerp pace with 
the growth of our resort and permanent residential 
area. We must not risk the reputation of our City 
with Inadequate sanitary facilities. 


The proposed sanitation program will Include an ade­ 
quate sen age treatment plant to meet present and 
future needs, adding four-fifths ol the City to the sys­ 
tem by eitending sewers to all developed arras of 
Palm Springs. 


We have endeavored In these reports to give you all 
of the farts concerning the R JN .9M sewer bond is­ 
sue. Should you have any further questions, picas# 
do not hesitate ta call on us. 


W E URGE ALL REGISTERED VOTERS TO GO TO THE POLLS ON 


M ARCHY19 V 
O 
T 
E 
" 
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" 


MAYOR FLORIAN G. BOYD 
City Council M em bart: 
R uth Hardy. Tod McKinney, Jerry N athan ton. G. K. Sanborn. Leonard Wolf 


T hu advertisement has been paid for by tlie Palm Springs Sewer Improvement 
- 
Committee from private donations 
received. 


3-Unit Audio-Visual Educatioi 
Course Offered Every Friday 


A 3 unit Audio-Visual Education 
course is being offered in Palm 
Springs every Friday to May 21, 
6 p m. lo 10 p m. 
. 
Last day for enrollment will be 
Friday, Itlarch 15 is was announc­ 
ed by the University of California 
Extension. 
This course will meet the 
re­ 
quirements for state credentials 
for teachers and be valuable 
to 
those 
interested in 
public rela­ 
tions. 
Mr. J Toiler. recently returned 
from the far east where he was a 
propaganda expert for the Ford 
Foundation, will he the instructor. 


Threat Pay* 


NILES. Mich. 9B — Judge Thom­ 
as W 
Cain's threat of jail for 
drivers who failed to heed park­ 
ing tickets paid off Officers said 
an estim ated 85 delinquent motor­ 
ists jam m ed the police station to 
pay fines. 
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n o w w h a t y o u ’re bossing w hen you pu t this Buick 
C en tu ry th ro u g h its paces? 


A big and substantial automobile—sure. 


A low and handsome traveler that has a brand-new 
body with full Buick roominess—correct. 


H ut most of all, you’re holding rein on action plus. 


How com ef Because w e put most of our hard-cash 
millions into performance. 


So here you toe-touch the 3001I.P might of a brand-new 
engine. 


Tóu smooth along like skis on snow with the brand-new 
action of a Variable Pitch Dynaflow* that's literally 
instant in response. 


Vtu corner, steer, brake like never before. 


O n e tryout in a new Buick will tell you for sure: this 
is the dream car of the year to drive. 


Prices start at a level just a few dollars more than a 
smaller car—so man or wom an—see your Buick dealer 
today! 


•.New A d ram ttd V ariable r itc h DyPoAote it th t « p ly D ynafloic B u ick hutId0 tod*y. 
It 11 ttn ud n rd »m RoADMABTta, Si PM and ClN Ti H V -opttanal at m odett tttr a 
eott an the S p e c ia l. 


*S u /ety -M in d tr tta n d m d an ROADMAfTM, op tion al at te tra eatt an atkar S e n tt. 
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Seo Your Authorised Buick Dealer 


